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«a LONDON : & COMPANY, 10, PATERNOSTER ROW, 


“TELEGRAPH ENGINEERS, ELECTRISIANS, & CONTRACTORS. 


OFFICE; 16, UNION COURT, OLD BROAD STREET, LONDON, a 
WORKS: VICTORIA ROAD, CHARETON, 1 LONDON, 


of all Telegraph Appliances, Materials. and Machinery. for Making a: 
- Laying Submarine Câbles.-and Contractors for Underground & Aerial Telegraphe 


Tanks, Picking-ujp and Paying-out Machinery, Donamometers, Bow and Stern Gear, Steam and Hank 
Hauling Rope and Chain’ jtttings, Cable Drums, Splicing and Fointing Tools, Fe. 


| Vessels. Wire Testing Machines for Tension, Elongation, and Torsion. Special Wire Sounding 
| Machines for Shallow and Deep Water. 


"AN Apparatus and Material used tn the Congtruction and’ Maintenance of LAND ‘LINES, viz. 


| À & Phillips's Patent Fluid Insulators, and all kinds of the ordinary form. 

BATTERIES—Sole of Higgins’ Bichromate Batteries, and all iid ordinary forms. for the sup of Zinc 

| fron or oles of various kin | | 

MAKERS oF SPECIAL Unpercrounp. ToRPEDO. AND Canvas, WITH OR Coss. 
Insulated Copper, Wires, Strand and Ropes, taped or braided, cotton or silk covered, 

BHLECTRIC LIGHT.—Sole Makers of Brockie’s Électrie Lamp. 

Every description of Leading WIRES and CABLES. CARBON BODS, both flack and Coppered. 

ESTIMATES GIVEN FOR COMPLETE SYSTEMS OF ELECTRIC LIGHTING. | 


OFFICES -—31, LOMBARD STREET, LONDON, 


Works: MILEWALL DOCKS. 


HOOPERS 


PROGRESS, CONTRA CTORS 
“1873, HER MATESTPS WAR OFFICE, 


ADMIRALTY AND INDIA OFFICE, 


"Tron Telegraph Buoys, Grapnels, both Patent and Ordinary ; Centipedes, s, Mushrooms, Sinker, 


1 Machinery — and Constructed for the Complete Equipment of Telegraph Cable Factories and - : 


| MANUFACTURERS OF SUBMARINE. AND “SUBTERRANEAN TELEBRAPH 


and Magneto 


MANERACTURER Of ALL KINDS OP 


SCREWS, 


IRON, STEEL, on BRASS, 
Work, Binders, Yorminals, de. 
All turned or shaped oo arts for Dynamo | 

| a 


chines. 


MOUNT WILLS STEAM SCREW WORKS 


‘SEWARD ST, GOSWELL ROAD, LONDON, E. 


Tele 


with 


and Engineers to 


their i 
graphs, especially to their new system (Patent » 
essrs. Saxey & FARMER), i 


Respectfully invite the attention “of Railway Directors, 
rtant improvements: in.‘ Block” 


Captain TyLur, on behalf of the Board o Peale. By | à 


of this appliance, a signalman receives 2 telegraphic 
of a line blocked. from the in advance, cannot 


“A€Such is the latest development of railway signalling, which is rires 
worthy of careful attentio 
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On and after August 168, 1881, this business will 
carried on at Anchor Works, Anchor Street, Stepney, E., ae 
the of “ihe International Machine Co.” 


outside semaphore to the 


block system.”—7 


| Office and Works 
Asuwin Sreeer, DALSTON Je uncrion, E. 


| BLOCK TELECRAPHS AND ELECTRIC ic 


engine 


constituting, The it marked 


“PILSEN ARC LIGHT. 


MANUFACTURERS AND CONTRACTORS FOR ALL DESCRIPTIONS OF ELECTRIC LIGHT. 
JAMES: H, MCKEAN, Secretary. HENRY F. JOEL, 


62, QUEEN. LONDON, EC. 


‘ELECTRIC LIGHT AGENCY. 
JOEL'S INCANDESCENT LIGHT, 


BADOUREAU, 
BOXWOOD BLOCK MANUFACTURER FOR ENGRAVERS, 


BOLTED & AMALGAMATED BLOCKS OF ALL SIZES, 
AND STANDS, STONES, ROLLERS, INK, EVERY DESCRIPTION OF, T00LS Ano 


MATERIALS FOR ENGRAVING, 


‘ST BRIDE LUDGATE CIRCUS, LONDON, E. & 15, RUE ST. BENOIT. PARIS 
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“PATENTS FOR INVENTIONS. 


OBERTSON, Broman, & Co. (established 50 


ears) continue to obtain Patents for Inventions. Pamphlet, 
containing special advice, gratis or by post. 166, Fleet Street, 
London. | 


PHILLIPS BROS., 


ELECTRICAL WIRE MANUFACTURERS, 


MACINTOSH LANE, HOMERTON, 


LONDON, 


Manufacturers of Gutta-Percha, India-Rubber, Com- 
pound Cotton Silk, Flexible Cords, Telephone Wire, &c., 
&c. Multiple and other Wires. Special Wires for 
Dynamo-Machines. Electric Light Leads, &c. 


TELEGRAPHIC CABINET WORK. 
Wa. M. FOXCROFT, | 


54, COMPTON STREET, CLERKENWELL. 
(Established 1844.) 


INSTRUMENT CASES OF ALL DESCRIPTIONS. 

Wholesale Maker of the Gower-Bell Telephone Case 
as adopted by Her Majesty’s Government. See Stand 
+ 556, Exposition Internationale d'Electricité, Paris, 
1881. 


FREDERICK SMITH & CO, 


a Caledonia Works, 
HALIFAX, ENGLAND. 


SPECIALITIES— 


BEST TELEGRAPH & TELEPHONE WIRE, 


To all Specifications, 100 lbs. pieces. 
CONTRACTORS TO H.M. POSTMASTER-GENERAL. 


STRAND WIRE, 3-16ths, 7-14ths. 


SIGNAL & STAY WIRE. PATENT STEEL WIRE. 


PRIZE MEDALS— 
LONDON, 1862. PARIS. MOSCOW. VIENNA. PHILADELPHIA. 


ACHINERY for covering Telegraph Wire with 
. Silk, Cotton, Flax, Hemp, India-Rubber, Gutta-Percha, &c. 
Wire Stranding Machines. Complete sets of Machinery for the 
Manufacture of Telegraph Cables. ; 


THOS, BARRACLOUGH, 8, KING STREET, MANCHESTER. 


MANCHESTER, | 


TELEGRAPH & TELEPHONE LINE WIRE. 


| Lonpon OFFICE— | 
8, GREAT WINCHESTER STREET, E.C. 


W. T. GLOVER & CO. 


INSULATED WIRE MANUFACTURERS, 
25, BOOTH ST., MANCHESTER. 
Works, 4, Bridgewater St., Broughton Rd., Salford. 


SPECIALITIES. 


Specially-covered Gutta-percha Wire for Leading-in, Tunnel, and 
Undeonvounil Work. Specially-covered Iron Wire for Aerial Lines. 
Fancy-covered Copper Wire (Paraffined) for Telephonic and Bell 

es Cotton-covered Gutta-percha Wire for Bellwork. Special 
M es of Klectric Light Leads for the Brush, Gramme, &c., systems. 


_ All classes of Covered Wire and Cables for Telegraphic, Telephonic, 


and Electric Work, as supplied to the Post Office and the Principal 
Railway and Telephone Companies. 


THE “JAMIN” PATENT ELECTRIC LIGHT. 
Compagnie Générale d’Eclairage Electrique, 
CAPITAL 8,000,000 FRANCS, 
Proprietors of the Gramme Patent Machine for 
Alternate Currents. 


J. A. BERLY, AS.L.E., &., Engineer, 


And Sole Agent for Great Britain and the Colonies, 
16, NEW BRIDGE STREET, LONDON. 


JOHNSON’S TRANSMITTER. 


PATENT) 


LOUD AND CLEAR. NO JARRING. 
PERMANENT ADJUSTMENT. 
NO OXIDATION. 

ONE LOCAL CELL. 


TASKER, SONS & CO. 
ELECTRIC AND TELEPHONIC ENGINEERS, 
PBHEFFIELD, 


AND | 
| 
| AUGUST 1, 1881. | 
RICHARD JOHNSON & NEPHEW, . 
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THE BROOKS’ PATENT INSULATORS 
WERE AWARDED THE FIRST PREMIUM 


At the Parts Exposirion of 1867, at the VIENNA EXPOSITION, 1873, at the CINCINNATI INDUSTRIAL 
ExposiTIon in 1874, and at the CENTENNIAL EXPOSITION at PHILADELPHIA in 1876. 


These INSULATORS are being largely used by the WESTERN UNION and AMERICAN UNION TELEGRAPH Cos, 


Manufactured and for Sale by 


DAVID BROOKS, 


22, SOUTH Llsr STREET, PHILADELPHIA. 


ESTABLISHED 1857. 


BIRKBECK BANK, 


Southampton Buildings, Chancery Lane. | 


Current Accounts opened RS to the usual practice of other 


_ Bankers, and Interest allowed on the minimum monthly balance 


when not drawn below £25, No commission charged for keeping 
Accounts, . 


The Bank also receives money on Deposit at Three per cent. 
Interest, repayable on demand. . 

The Bank undertakes for its Customers, free of charge, the 
custody of Deeds, Writings, and other Securities and Valuables; 
the collection of Bills of Exchange, Dividends, and Coupons ; and 
the purchase and sale of Stocks and Shares 


‘Letters of Credit and Circular Notes Land. 
A Pamphlet, with full particulars, on application. 


FRANCIS RAVENSCROFT, Manager, 
1st 1880. 


ELECTRIC BATTERIES, 
GEO. G. BLACKWELL, | 
26, CHAPEL ST., LIVERPOOL, 


J. lum 
and all requisites for, rabies 


THE BIRKBECK BUILDING SOCIETY’S ANNUAL 
RECEIPTS FOUR MILLIONS. 


How TO PURCHASE A HOUSE FOR TWO 
GUINEAS PER MONTH, 


With Immediate Possession and no Rent to pay.—Apply at the. 
Office of the BirkBECK BUILDING SOCIETY. 


How vo PURCHASE A PLOT OF LAND FOR 


FIVE SHILLINGS PER MONTH, 


With Immediate Possession either for Building or Gardening pur- 


poses.—Apply at the Office of the BirkBECK FREEHOLD LAND . 
SOCIETY. 


A Pamphlet, with full particulars, on 
FRANCIS RAVENSCROFT, Manager. — 
Southampton Buildings, Chancery Lane. — 


GEORGE BEECH, 
Telegraph Instrument Case Manufacturer 
by Steam Power, 
10, SANDRINGHAM RD., HIGH ST. 


KINGSLAND. 


Railway and Telegraph Engineers supplied with every de- 
scription of Telegraph Instrument Cases, Single Needle, 
Block, Bell, Switch, &c. The material and workmanship 


TERIES COMP of first quality and guaranteed. (Established 1872.) 

MAN GANESH MINERAL, WORKS AND ORE Terms moderate for Cash. 

| 119 South Fourth St. H. HOWSON, 
PHILADELPHIA. Engineer and Solicitor of Patents. 

Branch Offlee, HOWSON, 
605 Seventh Street, Altorney at Law, and Counsel in 

WASHINGTON, D. C. Patent Cases. 
Address— 


HOWSON & SON, 


119, SOUTH FOURTH STREET, PHILADELPHIA, Weis 
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NEWALL’S PATENT LIGHTNING CONDUCTORS. 


rience, accumulated since the time of Benjamin Franklin, proves conclusively that a Conductor made 


of Copper, of adequate size, is the best of all appliances for the protection of every description of Building from the 
destructive effects of Lightning. 


NEWALL & CO.'8 PATENT COPPER-ROPE LIGHTNING CONDUCTOR, 
As applied to all kinds of Buildings and Shipping in all parts of the world with unvarying success, is the 


most reliable, most effective, and cheapest conductor offered to the public. 


It is simple i in its application, no insulators being | and it costs only ONE SHILLING per foot for the standard 
size, which is sate | in any storm. 


SOLE PATENTEES OF UNTWISTED WIRE ROPE. | | 
Manufacturers of Iron and Steel Ropes for Colliery and Railway Purposes. Rigging 
Ropes, Guide Ropes, &c. 


GILT AND SILVER Corp 1 FOR HANGING PICTURES, IRON, STEEL, AND COPPER CORD FOR CLOCK AND SASH LINES, &C. 


R. S. NEWALL & Co., LONDON, 130, STRAND, W.C. 


LIVERPOOL, 36, Waterloo Road; GLASGOW, 68, ‘Anderston Quay ; MANUFACTORY, 
Gateshead-on-Tyne. | 


EDWARD PATERSON, 
TELEGRAPH AND ELECTRICAL ENGINEER, 
76, LITTLE BRITAIN, ALDERSGATE STREET, E.C. 


Manufacturer of Electric Signals, Telephones, and all descriptions of 
Telephonic Apparatus for Exchanges or Private Lines, 


Messrs. AYRTON & PERRY’S ABSOLUTE GALVANOMETER FOR STRONG CURRENTS, 


AUGUST 1, 1881.} 


NOTICE.—7HE GOWER-BELL LOUD-SPEAKING TELEPHONE.—A limited number of these 


valuable Instruments, with royalties fully paid, may still be obtained of EDWARD PATERSON, who is prepared to 


tender for the erection of Telephone Exchanges or Private Lines in any part of the United Kingdom. . As the policy 


of the Proprietor of the Patent is now only to rent these Instruments, parties desirous of purchasing should lose no 


time in securing them. — 


THE 


RAILWAY SUPPLIES’ JOURNAL. 
Store-Keepers’ Gazette ; 


Manufacturers’, Inventors’, and Contractors’ 
Record; and Railway, Shipping, Tramway, and 
Mining Advertiser. 


Principal Editions on the rst and 15th of each Month, 
Price Sixpence. 


THE Rattway SuppLies’ JOURNAL is specially in- | 


tended to bring under the notice of Railway Companies 
the various inventions, improvements, and supplies 
demanded by the numerous requirements of the Railway 
Service; and generally to form a medium of communica- 
tion between Railway Companies and those who supply 
them with materials, goods or appliances.—Times, 


OFFICE: 


84 FLEET STREET, LONDON, EC. 


ETCHOWE HELIOGRAPH, 


As designed ae" improved by Major MACGREGOR, 


With 3-inch Mirror, i in Leather Case, complete, Four 

Guineas, or Eight Guineas per pair. With 

5-inch Mirror, complete, Six Pounds, or Twelve 
Pounds per pair. 


Egual in all respects to Mance’s or the Roorkee Instruments. 


The above Instruments are now made at these prices, with 


the following improvements :—Horizontal and Vertical 
Movements, and Morse Key arrangement to Mirror. 
They are more simple and are stronger than any other 
Instruments at three times the price. 


W. STONE, 


MATHEMATICAL INSTRUMENT MAKER, 


44, GLOUCESTER ST., QUEEN'S SQ., BLOOMSBURY, 
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TELEGRAPH ENGINEERS AND CONTRACTORS. 


MANUFACTURERS OF SUBMARINE CABLES 
AND OF ALL KINDS. 


Telegraph Wires and Stores of Every Description. 


3 


«8, Draper’ Gardens, Street, London. 
WwWoRKS—NORTH WOOLWICE. 


HUNNINGS PATENT MICRO-TELEPHONE TRANSMITTER | 


AND 


COx- WALKER'S ANTI-INDUCTION RECEIVER, 


HARRISON, COX-WALKER & Co, 
TELEGRAPH ENGINEERS, DARLINGTON. 


M. THEILER & SONS, 


TELEGRAPH INSTRUMENT MANUFACTURERS, 
86, CANONBURY ROAD, LONDON, N. 


MANUFACTORY—ALWYNE LANE, N. 


TELEPHONE TRANSMITTER S 


(THEILER’S PATENT, 1880). 
LOUD AND DISTINCT. CANNOT GET OUT OF ORDER. 


~PRICE COMPLETE (with Sensitive Bell on same Board), £3 10s. 
PETER BROTHERHOOD, 


ENGINEER, 


56 & 53, COMPTON STREET, GOSWELL ROAD, E.C. 


SILVER MEDAL, PARIS EXHIBITION, 
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THE TELEGRAPHIC JOURNAL AND 
ELECTRICAL REVIEW. 
VoL. IX.—No. 204. 


THE PARIS ELECTRICAL EXHIBITION. 


We doubt whether there is a single instance on 
record of an Industrial Exhibition being ready for 
opening on the appointed day. The Paris Elec- 
trical Exhibition forms no exception to this 


invariable state of things, and the ceremony which | 


is said to be arranged to take place on the Ist of 
August, if it does take place, which seems doubtful, 
will be a mere farce, as it is certain that the 
arrangements in the various sections will be very 
far from complete at the beginning of the month. 
It seems somewhat strange that the delay which 
has always hitherto taken place on such occasions 


has not acted as a cure, but it seems that, for some 


reason or other, such cannot be the case. 

The Palais de l'Industrie, in which the exhibition 
is to be held, is certainly admirably adapted for the 
purpose, as the amount of space available for the 
various exhibits is ample. As far as can be seen at 
present, the display which will be eventually 
presented will be very imposing, and will go far to 
give one an idea of the vast strides which electrical 


science has made within the last few years, and of 
the important position in the arts which it occupies. 
Although nominally electrical, the exhibits in 


many cases will not be directly identified with 
electricity ; a very large number of makers, for 
instance, will show fine specimens of stationary 
engines which, although nominally employed for 
driving dynamo-electric machines, are not neces- 


sarily, or indeed as a rule, to be employed for that 


purpose. At the time we write there are many 
signs of heavy engineering work being done, but 
the machines which are to be driven have either not 
arrived, or are still securely packed in the numerous 
cases which strew the exhibition building in 
(apparently) hopeless confusion. 

In the centre of the great nave a model light- 
house is in course of erection, from the lantern of 
which the brilliant rays of the electric light will be 
shed. This erection will be the most conspicuous 
object in the building, and rightly so, as it was to 
lighthouses that the electric light was first applied 
with the greatest success. Many of our readers 
will no doubt recollect the interest which was taken 


in the highly successful show of the Holmes light 
in the British Exhibition of 1862, the latter being a 
date at which dynamo machines were unheard of, 


though it is now a source of wonder that: they 


were so. 


: Numerous stands of more or less picturesqueness 
are scattered about the great nave in various stages 
of advancement, and conspicuous amongst these 
will be that erected for the British Postal Telegraph 
Administration, and in which a highly interesting 
display of ancient and modern apparatus (much 
being in working order) will be made. The great 
nave, as a rule, is restricted to purely telegraphic 
and electrical instruments, the heavier machinery 


being placed beneath the galleries. The display of 
apparatus in connection with electrical railway sig- 


nalling promises to be extensive; in this depart- 
ment there has been an undoubted advance within 
the last few years, though it has been a difficult 
subject to deal with; considering the requirements 
that are necessary to make it really successful, it is 
by no means a subject which amateurs can deal 
with with chance of success. 


New COMPANIES.—A list of companies registered 
between January Ist, 1881, and June 3oth, 1881, has 
recently been published i in the Znvestors Guardian. 
From it we have abstracted the following, which 
shows the names of those companies which are 
more or less connected with electricity, together 
with the amount of capital authorised in each case : 


CAPITAL, 

Automatic Telegraph Company, Limited £100,000 
Anglo-Continental ompany, 

Limited - - 50,000 
British Gower Bell Telephone Company, 

Limited - - - 600,000 
Consolidated Telephone Construction and 

Maintenance Company, Limited - 300,000 

Electric Gas Lighting Company, Limited- 20,000 
Electric Light and Power ae, 


Limited - 150,000 
Fitzgerald Electric Light | Company, 

Limited - 100,000 
Lancashire and Telephone | Com 

pany, Limited - - 250,000 
Oriental Telephone Company, Liinited. - 300,000 


Provincial Telephone Company, Limited- 75,000 
Siemens Brothers and Company, Limited- 400,000 
Swan’s Electric Light Company, Limited - 100,000 
Telephone Manufacturing and Mainte- | 


nance Company, Limited -  - - 250,000 
Telegraph improvement Compass, Limi- 
ted - - 100,000 


Representing a total capital of £2,795,000 
WE hear that the power absorbed by the Maxim 
machine in driving 120 Maxim ‘together with 10 
Weston lamps at the recent display in Euston Road, 
was ——-, well, something enormous. Was it 70 
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HENLEYS NEW DYNAMO-ELECTRIC 


MACHINES. 


Mr. W, T. HENLEY, the well known telegraph 
engineer, has recently patented the following forms 
of dynamo-electric machines, which have, we 
believe, proved on trial to be quite successful. — 
Fig. 1 is a longitudinal sectional view of one of 
the improved forms of dynamo machines; fig. 2 is 
a transverse section showing the arrangement of 


the electro-magnets and revolving wheel carrying 


‘standard stand midway between the poles of the 
magnets on the other standard. Cis the wheel made 
of brass fixed on the shaft, D; C*, C1, C1, C1, c1, cl, 
are six pieces of soft iron ; these are fixed to the 
wheel, c, and as they revolve with the wheel they 
bring the poles of the electro-magnets on one 
standard alternately in magnetic connection with 
the poles of the electro-magnets on the other 
standard. The currents produced are by a commu- 


_ tator made to flow all in one direction through the 


coils of the magnets on one standard, so that the 
poles of those magnets always remain of one 


FIG.I, 


pieces ofiron ; fig. 3 shows the revolving wheel with 
the pieces of soft iron attached. A, A, are cast iron 
Standards fixed to base plate, B, and to which the 
electro-magnets, a, a, a, a, a, a, and-b, 6, 6, b, 6, 6, are 
bolted ; these are made of cast or wrought iron, 
or, better, pieces of soft iron tube, which may be of 
the oval section shown in fig. 2, having soft iron 
ends welded in next the standards for bolting to the 
Same ; these tubes are filled with soft iron wire 
lengthways of the tube forced in tight, and are so 
fixed that their poles do not stand opposite each 
other, but the poles of the electro-magnets on each 


| 


character, every alternate pole being north, the 
other south, so that in one revolution of the wheel 
with the pieces of iron these pieces are brought into 
close proximity with the poles of the electro- 
magnets marked and 4. As the wheel, c, revolves 
the electro-magnets, a, a, having their poles 
remaining of the same character, the pieces of iron, 
c*, C1, alternately make magnetic connection 
between the poles of the electro-magnets, a, 4, 
and 4, 6, causing the latter to have their polarity 
reversed 12 times in each revolution of the wheel, C. 


For instance, supposing the wheel, c, fig. 3, to be trans- 
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ferred to its place in fig. 2 in its present position, 
then the upper piece of iron, c!, would be opposed to 
the north pole of the electro-magnet on the right 
hand, making that end of the piece of iron a south 
pole, the other end a north. This would render 
the pole of the electro-magnet, 5, on the left a south 
pole, but when the wheel had advanced one-twelfth 
of a revolution to the right, the upper piece of iron 
has left the pole, 4, and the following piece of iron 
has placed it in connection with the south pole of 
_ the other electro-magnet, a, thus reversing its 

polarity, making it a north ; and, as before stated, 


magnets, 4, à, to terminals at the other end of the 
machine, and the current for producing the light or 
other effect can be brought from either end of the 
machine, From one end alternate currents would 
be obtained, and from the other end currents all in 
one direction would be obtained, the terminals at 
the end from which the current is not taken being 
connected by stout'copper wire. 

_ Fig. 4 is a longitudinal section of another arrange- 
ment; fig. 5 is a transverse section ; fig. 6 shows 
a wheel made of brass or.other non-magnetic 
material carrying in this case pieces of iron, shown 


FIG.+. 


7! 
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this reversal takes place 12 times in each electro- 
magnet on one standard during one revolution of 
the wheel, c, but the pieces, C1, c1, c!, have their 
reversed only six times during the same time. 

he coils of the electro-magnets are connected with 
the commutator: by means of the usual springs or 
brushes of metal pressing on the pieces of metal 
forming the commutator. In conveying the 
currents from the electro-magnets to the commu- 
tator, and from the same, the wires from the electro- 
magnets, a, a, are attached to terminals at one end 
of the machine, and the wires from the electro- 


separately at fig. 7, which are made of sheet iron 
bent in the shape shown in this plan, fig. 7 ; these 
pieces of soft iron are wound with coils of wire so 
as to become electro-magnets. A, A, are the 
standards; B, the base plate; c, the wheel; 
a, a, a, a, a, a, and 4, 6, 6,6, b, 5, the electro-magnets ; 
p, the shaft; F, the commutator ; and £, the driving 
pulley. The iron pieces, c, ¢, c, c, on the wheel, c, 
are wound with coils of covered wire. The electro- 
magnets, a, a, a, and 6, à, 6, are placed with the 
poles of the electro-magnets on each standard 
opposite each other, as in figs. 5,6and 7. Thecom- 
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mutator is so arranged that the fixed electro- 
magnets have similar poles opposite each other 
continually, as shown in fig. 5, so that the revolving 
electro-magnets have their polarity reversed eight 


times in each revolution ; if required, the currents 
may alternate in the fixed magnets, and then be 
brought by means of the commutator to the 
revolving magnets in such a way as to make their 
polarity remain of the same character continually. 


ON THE REFRACTION OF ELECTRICITY. 


By ALFRED TRIBE, Lecturer on Chemistry in Dulwich College. 


In a paper read at a meeting of the French Association, 
Algiers, April 18th, 1881, Mr. Tribe described an in- 
genious chemical method which he had devised for 
investigating the field of electrolytic action. As the 
results of the author’s experiments, described in the 
communication to the Royal Society, are based upon 
this method, a description of the latter, given in the 
paper referred to, will render more clear the account of 


the remarkable experiments on the ‘refraction of 
electricity.” | | 


When a rectangular plate of metal unconnected — 
with the battery is placed lengthwise in an electrolyte 


te does work identical . 


undergoing electrolysis, the | 
in kind with that being done by both electrodes. The 
electro-positive ion of the electrolyte separates and dis- 
tributes itself on a portion of the plate nearer the + 
electrode, and the electro-negative ion on another part 
of the plate nearer the — electrode. The respective 
boundaries of these ions are sharply defined, and the 
intermedial space free from either ion. 

When an aqueous solution of copper sulphate is 
electrolysed with silver electrodes, copper, of course, 
separates on the — electrode; but more or less of the 
dark-gray or black silver peroxide forms on the + 
electrode. +}, of a weber in one minute produces, in 
fact, a sensible separation of copper and a sensible for- 
mation of silver peroxide on a silver plate 34 millim. 
x 7 millim, 

It follows, therefore, that a silver plate placed in a 
solution of copper sulphate, under the conditions 
named in the first paragraph, should have copper 
deposited on that part which may be supposed to 
receive — electrification, and silver peroxide on that 
which receives the positive. Such is the case. 

The registration of any set of electrifications in this 
way by the ions of electrolytes need take only a few 
minutes, the minimum time being determined by the 
dimensions of the analyser,* strength of electrolyte 
and available current. | sa 

After the electric energy has done enough work on 
the analyser for the action to be visible, time is seen to 


exert no influence in determining the magnitudes of 


* The rectangular silver plate is name 


Sly d, for convenience 
analysing plate, or, in brief, the analyser, 


À 


the distributions. Thus in 6 minutes and 60 minutes 
respectively, identical distributions were recorded by 
similar analysers, other circumstances being the same, 
But the magnitudes of the distributions registered by 
an analyser of given dimensions vary with every con. 
dition which may be supposed to alter the chemical 
or physical state of the electrolytic medium, as tem. 
perature, proportion of water, and electric quantity. 
When at ordinary temperatures the analyser is placed 
with its length perpendicular to the electrodes in a 
homogeneous field,* although the superficial magnitudes 


| of the ions vary, as stated, with any variation in the 


condition of the electrolytic medium, yet in every case 
one quality is seen to obtain, namely a similarity of the 


same ion on the two sides of the analyser, both as 


regards magnitude and configuration of its boundary 
line. This happens whether the plate has its shorter 
edge vertical or is supported with its sides horizontal. 
Under these circumstances the boundaries of the ions 
are practically parallel with the shorter edge, Distri- 


butions having all these characteristics are named 


parallel (figs, 1 and 3). 


With shorter edge of analyser vertical, 


Character of | Position 
distribu. of 
tion. _+ion — ion Analyser. 

| ares | | Parallel 
Figs. with direc- 
Parallel... 1 | tion of 
energy. 
Side in opposition to direction, 
E | Inclined to 
À Reverse. 
© 
| 
With sides of analyser horisontal. 
| _ Parallel 
Parallel... 3 _with 
direction. 
\ Rdge (a) in 
4. \ \ opposition to 
direction 15°, 
| (a) 
© 
5. | q do 45°, 
=| 
(a) 
6. do, 75° 


\ (a) 


When the course of the energy makes an oblique 
angle with the edges of the analyser, but remains 
parallel to the sides of the latter, the electrifications 
recorded are also the same on the two sides of the 
plate; but the boundary-lines of the ions now cross the 
plate obliquely to its shorter edge (figs. 4, 5 and 6). 
The positive ion on the longer edge in opposition to 
the course of the energy is greatest in length, while the 
negative ion on the same edge of the plate is smallest 


* That is, where the electrodes are of the same depth and breadth 
as the cross sectien of the electrolyte. 


| 
| 
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in length. The obliquity and the intermedial space 
between the ions increase-as the longer edge of the 


analyser approaches a line at right angles to the direc- 


tion of the influence. But at whatever angle the plate 
is fixed, the boundary-lines of the ions are parallel 
with the electrodes, and therefore at right angles to the 
direction in which the energy is. transmitted. | 

When the electric power makes an oblique angle with 
the sides of the analyser, the electrifications recorded 
present a totally different character. ‘The magnitudes 
of the same ion and the configuration of its boundary- 
line are now very different on the two sides of the 
plate. On the side in opposition to the direct course 
of the energy, the configuration of the positive ion is 
markedly convex and greater in magnitude than it is 
on the reverse side of the plate, where, moreover, the 
configuration, of this same ion is markedly concave 
(figs. 2, 2). Further, the configuration of the boundary- 
line of the negative ion on the first-named side of the 


analyser is concave and smaller in magnitude than on 


its reverse side, where again the boundary-line of the 
ion is convex, The intermedial space between the 
ions increases.as the analyser approaches a position at 
right angles to the right line between the electrodes, 
and the characteristic boundary configurations become 
more and more marked. At right angles the positive 
ion is smaller in quantity, and arranged longitudinally 
along the centre of the side of the analyser facing the 
+ electrode, while the negative ion on the reversed 
side is similarly disposed, but generally not so well 
defined. 

The classes of distribution described in these two 
last paragraphs are named non-parallel. The dotted 
lines in the annexed diagram exhibit the boundary- 
lines and general characteristics of the parallel and 
non-parallel distributions, = 

It is obvious that the results described furnish the 
data for determining with ease and precision, first, 
physical differences in parts of an electrolytic field ; 


and, secondly, the direction in which the energy is being | : 


transmitted relatively to either side or edge of the 
analysing-plate, and therefore of its direction in the 


electrolytic médium. *Many questions have occurred | 


to me in the investigation of which the foregoing method 
might be expected to afford material assistance. But the 
one of immediate attraction was whether electricity is 
endowed, like light, heat, and sound, with the quality of 
refraction. From the general resemblance of the 
fundamental laws of the forms of energy, I instituted 
experiments in the expectation of finding an answer in 
the affirmative to this question, the better conducting 
electrolytic medium being taken as the electric analogue 
of the more rare medium in light. | 


Refraction. 


My first trials were made with double convex-shaped 


bladders. These gave what I took to be a slight 
evidence of refraction, though the result was far from 
satisfactory. cells were next em- 
ployed, made by placing diaphragms of parchment- 
paper obliquely across the electrolytic cell near its ends. 
In this way unmistakable proof was obtained of the 
bending of the energy in passing the line of demarca- 
tion of the two media. When the influence passed 
from one medium to the other 'perpendicularly, 7,e., 
when the diaphragms were parallel'to the plane of the 
electrodes, no refraction whatever took place. ; 

On further consideration the: arrangement which 
_ appeared less open to objection, and, at the same time, 
the most simple and theoretically the best, was a 


* Communicated to the Royal Society, for A, Tribe, by Dr. 
Gladstone, F.R.S., June, 1881, | 


ga 


refracting cell, having parallel sides of some.material 
permeable to the electric influence. In the first 
instance parchment-paper was the material employed. 
Two sheets of this substance were fixed in a vertical 
position across an electrolytic cell, 380 millims, long, 
128 millims. broad, and 128 millims. deep, at an angle 
of 45°. : They were parallel to one another, 76 millims. 
nee but equidistant from the respective ends of the 
cell. | | i | 

An unit current was employed, and copper electrodes 
of the breadth and depth of the outer or transmitting 
cell. A r per cent, solution of copper sulphate ‘was 
placed in the inner or refracting cell, and a: concen- 
trated solution of the same salt in: the) transmitting 
cell. On placing successive ‘analyers* lengthwisé, in 
several: parts of the cenéral.dine,joining the electrodes, 


_ parallel distributions were: recorded by all the. plates 


in the transmitting cell, but the one in the refracting 
cell recorded a non-parallel distribution of a most pro- 
nounced character, and it was evident from the degree 
of curvature of the ions that the course of the energy 
on passing into the medium of less conductivity had 
bent out of its original course some 20°. » et 
The difficulty of keeping the parchment diaphragms 
as rigid as was necessary for a more extended study of 
this phenomenon of refraction led to their substitution 
by others of unglazed earthenware. These consisted 
of the sides of a large rectangular porous cell ground 
to as uniform a thickness as possible. With this altera- 
tion, but with all the other above-mentioned conditions 
the following experiments were made. 
_ Analysers were successively placed in the positions 


(all perpendicular to the electrodes) shown in the 
“annexed diagram, exhibiting a horizontal section 
* drawn to about one-fifth the scale. | 

2 


The analysers, a, 6, c, d, 2 millims. from electrodes, 
recorded parallel distributions. 3 

The analysers, e, ÿ, g, 2, 2 millims. from diaphragm, 
recorded not absolutely but very nearly parallel distri- © 
butions. This slight non-parallelism was not noticed 
in the analogous experiment with the parchment 
diaphragms, and I am disposed to attribute it to a 
greater diffusion in this case occasioning a less. sharp 
line of demarcation between the media.» = 

The analyser, 7, midway between the diaphragms, 
recorded a non-parallel distribution of a most pro- 
nounced character. The degree of curvature showed 
that the energy had been refracted through some 30°, | 
while the position of the ions proved that the bending” 
was towards a perpendicular to the refracting: surface. 
Furthermore, the symmetry of the curve showed that 
the plane of refraction was the same as that of the 
incident energy. 7 | 

The analysers, 7, &; indicated a result almost identical 

The analysers, 7, », showed a much smaller deviation 
from the original course of the energy. 


(To be continued.) 


* Unless the contrary is stated, it is to bé understood ‘that 
analysers 40X 7 millims. were used, and placed in the electrolyte 
with their shorter edges upright. 
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FERGUSON AND KEMPES AUTOMATIC 
REGISTERING STAMP. 


THE. registration of the number of letters or 
circulars which are sent out from an office or 
house of business is often required ; hitherto no 
means other than that of actually counting has been 
devised for the purpose. Messrs. H. Ferguson and 
H.R. Kempe have recently invented and patented 
a simple apparatus for automatically effecting the 
registration either electrically or mechanically. 


When letters pass through an office they are 


impressed with stamps for obliterating, dating, and 
other purposes by means either of a hand or a lever 
stamp. Messrs. Ferguson and Kempe take advan- 
tage of this fact, and mount either the pad for inking 
the stamp or the pad on which the letter is placed 
to receive the stamp, on spring supports, and pro- 
vide electrical contacts so arranged that when. the 


teeth, so that the two successive impulses move the 
counter only over one division. | 

Fig. 1 represents an arrangement of inking pad 
working in electrical connection with a counter, 
The pad is mounted on a hinged board which is 
pressed upwards by a spring against a stop. When 
the pad is pressed down by the act of inking a 
stamp, the upper spring is brought in contact with 
a lower spring. These two springs (seen in the 
small figure), which are fixed. on a base of wood, 
are connected by‘ conducting. wires through a 
battery with an electrical counter. Every time 
the pad is depressed by tie act of inking a stamp, 
a current of electricity is transmitted, which 
actuates the counter. When the stamping is 
effected by a levér, the electrical contacts are 
connected to the lever. 

Fig. 2 is a vertical section of a self-registering 
hand stamp. The stamp is fixed on a stem which 
is fitted to slide in the handle, B, and is pressed 
down by a spring, its down stroke being limited by 


pad receives the pressure of the stamp, a current of , 


electricity is transmitted to an electrical counter, 


which is thereby moved one division. When the 


stamp is worked by a lever the contacts are 
arranged to be operated by the movement of the 
lever, the pads in that case not requiring the elastic 
supports above referred to. In cases where it is 
inconvenient to employ electricity for conveying 
the counting movement, the counter is constructed 
in combination with the hand stamp itself, and is 
worked mechanically in the following manner :— 
The stamp is fitted so that it can slide a little 
longitudinally in its handle, pressing it forward by 
a spring. Within the upper. end of the handle is 
placed a small mechanical counter, the pawl which 
works its ratchet being connected to the sliding 
stamp, so that every time the stamp makes an im- 
pression the counter ratchet is moved one tooth. 
-As for each act of stamping it is usual to subject 
the stamp to two: pressures, one on the inking pad 
and one on the letter, the ratchet wheel of the 
counter is made with double the usual number of 


stop pins working in a slot of the handle. On the 
handle is screwed a hollow cap, D, containing within 
it the counter, Cc, which can be inspected by un- 
screwing the cap. The first wheel of the counter 
is worked by a pawl lever from the sliding stem, a, 
of the stamp, and this wheel has 20 teeth, the unit 
barrel on which it is fixed having, however, only 10 
divisions. The barrels for the higher denomina- 
tions are worked by” gearing from the first in the 
usual way. Thus every time the stamp is sub- 
jected to pressure, the first wheel is turned one 


tooth, and the unit barrel is therefore turned half 


a division. For each stamping operation the stamp 
is twice subjected to pressure, once on the pad for 
inking it, and once for delivering the ink on the 
letter or object to be marked or obliterated. The 
counter therefore records the number of double 
strokes of the stamp, and therefore the number of 
single applications for marking or obliteration. 
The cap, D, is smooth and rounded externally so as 
to receive the pressure of the hand for inking and 
stamping, and it is made of the laterally bulged 


| 
| 
| 
| 
| 
QUE | 
|| 
|| | | 
a! = 9 | 
| FIG, I. 
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form shown, so that it presents considerable on | 
breadth to receive the pressure, and that it can Hotes. 
be held firmly in the hand. | | 


INVESTIGATIONS ON THE PoTENTIAL DIFFERENCE OF 
Two METALS IN CONTACT WITH EACH OTHER.—B 
H. Pellat.—In all methods, including that of the 
author, the apparent potential difference of the metals 
is measured, 7z.e., the difference of the electric strata 
which cover them when in contact. It varies with the 
physical and chemical state of the surface, Thus the 
potential difference c u | A u = 0‘137 against that of a 
Latimer Clark element when the copper has been 
cleaned with tripoli and washed with absolute alcohol, 
If the copper is exposed to sulphuretted hydrogen after 
washing in alcohol, it is =o'201. The colour shows 
that the change has attainéd its maximum long before 
the dapetbelal stratum has reached the thickness of a 
wave-length. A zinc plate rubbed with fine emery 
paper, and washed with alcohol, gives with gold 
zn | Au = 0'698. After 14 days it has fallen to 
0°523, though the zinc is still bright. After again 
polishing with emery, and washing with alcohol, 0606 ; 
and if these operations are again repeated 0°738, which 
figure sinks in time to o’690. If the plate is again 
treated with emery and alcohol, the figure becomes not 
0‘607 as before, but 0°603, or greater than before, after 
similar treatment. The author therefore ‘concludes 
that this change is not due to a chemical modification, 
_ but to a mechanical hardening of the surface, With 
other metals the author has observed an increase of 
ositivity effected by hardening, which is very transient 
if superficial, and more permanent if it penetrates 
deeper. Zinc shows this most strongly, copper less, 
and lead less still. | 
In indifferent gases the apparent potential increases 
with an increasing pressure, and on its removal returns 
to its original value... The variations do not exceed at 
most :Lth of the total value, and are greater in oxygen 
than in common air, but:smaller in carbonic acid and 
in hydrogen. At @ ‘pur nb to 30 mm. of 
mercury the influence of thé nature of the ambient gas 
is scarcely perceptible. “At the pressure of the atmos- 
phere oxygen gives smaller values than air, nitrogen, or 
carbonic acid. Hydrogen has the same effect as air at — 
from 20 to 30 mm. The influence of a change of 
pressure, or of the substitution of one gas for another, 
does not take place immediately, but gradually, so that 
the difference of potential is due, not directly to these 
changes, but to an alteration of the surface, . 
According to Thomson, two metals plunged into one 
liquid are at the same potential level. Then the electro- 
motive force of an element of two metals, m and m!, 
and a liquid, F, must be equal to the potential difference 
of the two metals, The author has measured the 
latter directly, and the former by always employing 
metals in the same surface conditions as in the first 
measurements. For this purpose he introduced a drop 
| of the liquid between the two plates, and measured the 
electro-motive force. According to the author the 
apparent potential difference of the metals, gold, silver, 
lead, zinc, brass, copper, the same as that of an element 
formed of these metals (unchanged), and a drop of 
alcohol. With very hard zinc the apparent potential 
difference and electro-motive force zh | Au = 0°70; 
with softer zinc 0°60. Hide 
With water and dilute acids the surface of the metals 
is acted upon so rapidly that no comparison -is 
| possible. | 
F If c is the gas surrounding the metals, the potential 
IG. "3: | difference between two metals covered with the same, 
We may remark that the apparatus shown by | mandm!=c | M+mM | m? | m? | G; the elec- 
the figures is manufactured by Messrs. Elliott Bros., | tro-motive force of the metals with one liquid F; 
of Charing Cross. | | F | | m'-+m? | F, 
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According to the experiments, if M and M' are of 
like value, both these expressions, are identical, chang- 
ing with mand m', The author suggests that the 
constant value of these two expressions represents the 
true potential difference (common to both) of the 
metals M and mM!.—Wiedemann’s Beiblitter. 


ON THE INFLUENCE OF PRESSURE UPON THE ELEC- 
TRIC CONDUCTION-RESISTANCE OF METAL WIRES.— 
y O. Chwolson.—Wires of copper, brass, and lead 
were subjected to pressures up to 60 atmospheres in a 
piegometer, the changes of resistance being determined 
by means of Jacobi’s mercurial rheostat (see Carls 
Repertorium, 14, p. 1). The introduction of the rheo- 
stat was effected in a peculiar manner, for which the 
reader is referred to the original memoir, The-pres- 
sures. were applied at 20 and at the temperature 
of the room. At 4° C. the temperature of water 
remains unchanged on presgure. 
_ Copper o'4 mm. in thickness, At 4° C. and at a 
pressure of 1 atmosphere there was a relative decrease 
of about 0 000 oo1 3. At 17° C. an increase of resist- 


ance, 2... a predominance of the thermic action over 


the mechanical in consequence of the warming of the 
water, . | | | 
Brass 0'463 mm, in thickness (63°66 copper, the rest 
almost entirely zinc), At 4° C. and a pressure of 
1 atmosphere, a relative decrease of resistance of about 
O 000 000 11. At 17°4° C, an increase of resistance. 


Here also there is a predominance of the thermic > 


action. | 

Lead, 1°85 mm. in thickness. At about 7° C. a 
relative degree of resistance of about o 000 012, or ten 
times more than in case of copper and brass. At17°C. 
there is still a decrease, though smaller. Here the 
mechanical action predominates over the thermic. 

Fos the brass wire the following determinations were 
made :— 

The coefficient of elasticity, E=526:70 r—? kilo, 7 
expressing the radius of the wire in millimetres. 

The coefficient of tension, C=9°755 r—* kilo. 
_ The ratio of the transversecontraction to the expan- 
sion in length w=27 r? —1, the action of stretching 
upon the resistance of conduction. The relation o of 
the relative change of resistance to the relative change 
of length, o—2'305. 

The radius: 0°2326>7>0'2294. From the changes 
of resistance found on stretching and pressing were 
deducted the portions due to the changes of form. — 

Supposing that the changes in density and length 
take an equal share in the change of the specific 
resistance, this latter may be regarded as proportiona 


to the change of the specific volume.—Wiedemann's 
Beiblitter. | 


ON THE ELECrRO-MOTIVE FORCE oF Non-CoNSTANT 
ELEMENTS.—By A, Naccari and G. Guglielmo.—Ac- 
cording to Exner in non-constant elements the electro- 
motive force is independent of the nature of the electro- 
negative polar plate, and is always = 0°73 p. These 
assumptions have been already refuted by Beetz. If 
the electro-motive force is greater or smaller it is said 
to be derived from the oxygen dissolved in the water, 
and from the diffusion of zinc vitriol to the negative 
plate. The liberation of hydrogen is supposed to be 
without influence upon the electro-motive force, just as 
the intensity of the current in a closed circuit, 

The authors have experimented with a Mascart’s 
electrometer and with a tilt resembling that designed 
by Exner. by which the current can be interrupted at a 
given momentand the poles of the element can be con- 


nected with the electrometer quadrant. The authors 
examined ; | 


1. The influence of the positive plate at which the 
hydrogen appears. In all the elements the electrodes 
were contained in two vessels, connected by a syphon 36 
centimetres long and 14 internal diameter, closed at each 
end with parchment paper. The zinc was completely 
amalgamated; the dilute acid contained one measure of 
concentrated acid and 20 measures of. water, The re. 
sistance was changed. If negative plates of different 
materials were-employed the electro-motive force 
amounted to: | 

Platinum. Platinised, Carbon. Copper. 
Open element 1°41 1:56 138 0°96. 
Strongest current 0°60 0‘71 0°44-0°30 0°53. 

The material of the electrode is, therefore, of the 


greatest importance. 


2. The influence of the intensity of the current 
appears on the introduction of resistances, increasing 
or decreasing in such:a manner that the electro-motive 
force decreases with the increasing power of the stream 
and inversely. With platinum. this change takes place 
very rapidly on a change of intensity; with carbon 
very slowly; with platinised platinum the electro-motive 
force sinks little below the calculated value 0°75 ; even 
when the current of two Bunsen elements is introduced 


4. Influence of sulphate of.zinc. A zinc-carbon 
element carefully put together had when open the 
electro-motive force 1°36, but when closed 032. A 
careful chemical examination of the solution at the 
carbon showed not a trace of zinc. The sinking of the 
electro-motive force to 0°32, far below the theoretical 
value, can therefore not depend on the diffusion of the 
sulphate of zinc... 

Hence, contrary to Exner’s representations, the 
changes of current intensity may depend upon the 
known secondary phenomena in the element during 
electrolysis. —Wiedemann’'s Beiblätter. : 


THE PRINCE OF WALES AND TECHNICAL Epvu- 
CATION.—On Monday, July 18th; the Prince of Wales, 
who was accompanied by the Princess, laid, in Exhibi- 
tion Road, South Kensington, the foundation stone of 
the central institution of the City and Guilds of London 
Institute, The ceremony took place in a spacious 
marquee, where there was an elevated dais covered with © 
crimson cloth, in the centre of which there was sus- 
pended a polished Cumberland shap granite pillar, | 
which had to be lowered on to a granite pedestal 
beneath. It appears from the plans of the architect, 


= 

along with the current of the element experimented with. 

3. The influence, of the oxygen dissolved in water. 
There was used: a. a perfectly closed element in 
which no air could be absorbed; 6. acid, which had 
been subjected to prolonged: boiling, was poured, hot, 
into the glasses of the element; ¢. the acid, during the 
current, was kept at about 100° C. at the negative 
electrode; d. a current was passed for 21 hours 
through the element, so that, any oxygen in solution 
might be consumed. In all cases, the electro-motive 
force rose with the increasing resistance above 0°73. 
If a current of air, hydrogen, Or carbonic acid was 
passed by the negative electrode after the element had 
been closed for a long time, the electro-motive force 
increased in every case. The gases act all alike, 
removing probably the small bubbles of hydrogen 
adhering to the electrode. 

Results quite analogous to those mentioned under 
1 and 2 appeared when, instead of plate-shaped elec- 
trodes, wires were, with carbon electrodes, carefully 
purified with nitric acid and water, and heated to 
100° C, with a platinum plate used instead of the 
copper plate in a Daniell’s element, at least for the 
first. With a point of platinised platinum, the electro- 
motive force sinks to | A 

| 
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Mr. Alfred Waterhouse, that the building will have a 
front, of 300 feét, and five storeys, all but the top one 
averaging 15 ft, 9 in. from floor to floor; that the en- 
trance will be approached by about sixteen steps from 
Exhibition Road, through a large and handsome hall, 
37 ft. by 33 ft. 6 in., the groined ceiling of which will 
be supported by four: pillats, one’ of which was: the 
granite shaft. set on; the above day by the Pririce of 
Wales; that there: will be two lecture theatres, with 
preparation rooms behind them, each capable of’ holding 
go8 students; that on the first floor there will be a 
library 37 ft. by 93 ft.; and: that, among other pro: 
visions for technical or scientific education, there will 
be chémical laboratories 76 ft. by 50 ft. in extent. The 
total cost is estimated by Mr. Waterhouse at about 


466,000. | 


Proressor Ira REMSEN, of Johns Hopkins Univer: 


sity, has undertaken some novel experiments'to ascer- 
tain whether the chemical behaviour of a metal is in 
any way influenced by magnetic action, and has arrived 
at results which are of considerable interest.. His best 
effects were obtained by placing a shallow vessel of thin 
iron, containing a solution of copper sulphate, over the 
poles of a magnet. Out of the magnetic field the solu- 
tion would deposit upon the iron vessel a uniform 
coating of copper. When brought within the field of 
a permanent magnet capable of supporting twenty-five 
kilogrammes (fifty-five pounds) the copper was de- 
posited in a fairly uniform way on the entire plate, 
except at the lines marking the outlines of the poles. 
These lines were sharply marked as depressions in the 
deposit, When, instead of a permanent magnet, an 
electro-magnet was employed, the iron vessel and cop- 
_ per solution being the same as before, a more striking 

action was observed. There was no deposit of copper 
for a narrow space marking the outline of the poles. 


Within the outline (over the poles) the deposit was 


fairly uniform. Outside the blank outline marking the 
pole the copper was deposited in irregular ridges run- 
ning at right angles to the lines of force, and apparently 
coincident with the lines marking the equipotential 
surfaces. By increasing the power of the électro- 
magnet the action is intensified and the area affected 
is broadened, the largest circles obtained in Prof. 
Remsen’s experiment being nearly four inches in dia- 
meter. The cause of the phenomenon has not yet 
been determined, though the effects are obviously to be 
ascribed to the influence of the magnetism on the iron 
plate, or.on the liquid, or on both together.—Scientific 
American. 


A PATENT (No. 243,264, dated Oct. 23, 1880) for a 
dynamo-electric machine has been taken out in the 
United States by Mr. C. A. Hussey, of New York. In 


this machine, which is shown by the figure, the arma- — 


ture is completely inclosed in a hollow field-magnet, 
whose exciting wire is wholly external to the field- 
magnet, There is an electro-magnet composed. of a 
core of internally circular form with wire wound over 


them from instruments made since, 


its exterior, without passing through its interior, from 


end to end, and inclosing it, save at certain’ places de: 
signed to form’poles or conséquent points. > ||. 
Mr. JOHN TROWBRIDGE, has just completed the fol. 
lowing experiment in the physical laboratory of 
Harvard University. He submitted a bar of iron to a 
great cold of G0° C, below zero, obtained by 
evaporating CO,. He proved that the decrease of 
magnetism, suspected by Wiedemann, if the bar be at à 
lower temperature, than ‘that allowing’ magnetic im- 
regnation, is indeed a demonstrated physical fact. 
The bar, which had been’ magnetised'at 26° C. bélow 
zero, had lost almost two-thirds of its magnetism aftet | 
47 minutes of exposure to this cold. “He also observed 
that, by keeping a bar of-steel for a certain time at à 
temperature of 20° C., 50 per cent. of its primitive 


magnetism was restored.—Science,. | 
.: A SERIES of, technological handbooks, edited by 
Mr. H. Truman Wood, B.A.,are about to be, published 
by the Society of Arts. Amongst them will be “ Tele- 
graphs and Telephones,” by .W. H. Preece, F.RS., 
Memb. Inst. C.E., Electrician to the General Post 
Office. : . | | 


AMERICAN CABLE ComPANy.—The shore end of the 
second cable of this company was successfully landed 
at Whitesand Bay, Land’s End, on the 21st ult., by the 
telegraph steamer Faraday. It is expected that the 
main portion will be completed during October next. : — 

"THE UNITED TELEPHONE MOSELEY 
AND. SONS.—This was a motion, in the High Court of 
Justice, on July 21st, before Mr. Justice Fry, to restrain 

fessrs. Moseley and Sons, of Manchester, until the 
trial of the action or. further order, from manu- 
facturing and selling carbon transmitters which were 
alleged to be infringements of a patent granted to Mr. 

Edison, on the goth July, 1877. The Edison Telephone 
Company was formed in August, 1879, for the purpose 
of bringing into practical use in this country the 
instrument known as the Edison Loud-Speaking | 
Telephone, and that company afterwards became amal- 
gamated with the Bell Telephone Company, under the 
name of the United Telephone Company. The plain- 
tiffs alleged that Mr. Edison was the original inventor 
of the method of producing undulatory electric currents 
in wire by the human voice so as to reproduce the 
sound, and that, prior to his patent, no person had éver 
employed catbon:for that purpose. It appeared, how- 
ever, that Mr. Edison had himself supplied certain 
publications in the United States with a description of 
a part of his invention, and that description having 
been copied into scientific journals here some weeks 
before Mr. Edison took out his patent, the Attorney- 
General’s fiat was obtained enabling the inventor to 
disclaim so much of his specification as had been inva- 
lidated by the premature publication, but a condition 
was imposed that proceedings should not be taken in 
respect of transmitters actually made and completed 
before the date of the fiat. The defendants alleged that 
the carbon transmitters of which the company com- 
plained were made before the date of the fiat, but there 
were no, numbers or identifying marks to distinguish 
Mr. Aston, Q.C., 
and Mr, Cozens Hardy appeared for the plaintiffs ; 
and Mr. Ford North, Q.C., and Mr. Macrory for the 
defendants. It appeared in the course of the argument 
that the evidence in support of the plaintiff's case was 
incomplete, and application was accordingly made for 
the motion to be postponed for a week, but at the sug- 
gestion of his lordship, it was arranged that it should 
stand till the trial of the action. 


IMPORTANT TELEPHONE Decision.—Judge Lowell, 
of the United States Circuit Court, Boston, Mass., 
rendered an important decision on the 27th June, in 
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which he virtually confirms to the American Bell Tele- 
phone Company fhe exclusive right of talking over a 
wire by electricity. The suit in question was brought 
by the American Bell Telephone Company against 
Albert Spencer and others, and the decision, as we 
understand, is based on the fifth clause of Bell's claim, 
patent of February 14th, 1876, as follows:—‘‘5. The 
method of, and apparatus for, transmitting vocal and 
other sounds telegraphically, as herein described, by 
causing electrical undulations, similar in form to the 
vibrations of the air, accompanying the said vocal or 
other sounds, substantially as set forth.” The court 
decides that the specific method of producing the 
electrical undulations employed by the defendants is 
different from the Bell plan. The defendant’s device is 
made on the principle of the microphone, which has 
been very much improved since the date of the first 


Bell patent. The judge says:—If the Bell patents 


were for a mere arrangement or combination of old 
devices to produce a somewhat better result ina known 
art, then, no doubt, a person who substituted a new 
‘element not known at the date of the patent might 
escape the charge of infringement. But Bell dis- 
covered a new art—that of transmitting speech by 
electricity, and has a right to hold the broadest claim 
for it which can be permitted in any case—not to 
abstract the right of sending sounds by telegraph 
without any regard to means, but to all means and 
rocesses which he has both invented and claimed.” 
udge Lowell pays a just tribute to the learning and 
- ingenuity of Professor Reiss, but holds that his telephone 
of 1860 was an imperfect instrument, which, although 
some sounds of the voice could be sent, was still in- 
capable of completely transmitting articulate speech. 
This differs from accounts we have had of the Reiss 
telephone, and perhaps the entire evidence in respect 
thereto was not brought out before the court. It may 
equally be said of Bell’s telephone, that while it is a 
good receiver it is a poor transmitter—so poor that its 
use has been almost abandoned in favour of superior 
instruments such as the Blake or the Edison. If wehad 
to rely only on the Bell instruments the telephone would 
be a nuisance, and the widespread use of speaking 
telegraphy now enjoyed could never have been 
realised.— Scientific American. | | 


Evectric LIGHT IN THE City.—The district allotted 
to the Electric Light and Power Generator Company has, 
we believe, not yet received its proper installation. What 
is the matter? The chairman of the company, at the 
meeting on the 2oth ult., spoke of the care which had 
been bestowed to make the experiment that evening a 
success, The lamps put up for use are, we understand, 
of three kinds—the Weston, the Lontin, and the 
Harding lamps being each represented. _ | 


THE New York World says that it believes that Mr. 
Gould and the American Cable Company working 
together will establish on a sound basis an economical 
and efficient system of American ocean cables. It is 
stated that this company has ordered a third cable to 
supplement the one just finished and the second, which 
the contractors will complete in the autumn. There is, 
we have reason to believe, no truth in the statement. 


INTERNATIONAL ELECTRIC EXHIBITION.—A memo- 
rial, signed by the Archbishop of Canterbury, Lord 
Shaftesbury, the Bishop of London, the Lord Mayor, 
_ the Rev. C. H. Spurgeon, Mr. Samuel Morley, M.P., 
and 22 other members of Parliament, and 7,296 mem- 
bers and friends of the Working Men’s Lord’s Day 
Rest Association, has been presented to the Prime 
Minister, expressing regret that it is proposed to open 
the English exhibits, including those of the Govern- 
ment, on Sunday at the International Electric Exhihi- 


thereof to the secretaries in a 


tion to be opened in Paris the first week in August 
The memorialists submit that the public opinion of 
Great Britain has always been emphatically opposed to 
the opening of Exhibitions on Sunday; that all our 
own great Exhibitions have been entirely closed on the 
Sundays ; that at previous Exhibitions in Paris and . 
Vienna the English and American exhibits have been 
closed almost without exception ; and that the Phila. 
delphia Exhibition in 1876 was entirely closed on Sun. 
day. The memoralists express a hope that Her 
Majesty’s Government will order that no one shall 
be employed on Sunday in connection with the exhibits 
of the British Government at the forthcoming Electric 

Exhibition, Mr. Gladstone has sent the following | 
reply to Lord Shaftesbury :—“10, Downing Street, 
Whitehall, July 20th, 1881. My Lord,—! am. directed 
by Mr. Gladstone to assure you that the memorial 
which you have done”him the honour to forward to 
him on the subject of the International Electric Exhibi. 
tion shall have careful consideration.—I am, my Lord, 
your Lordship’s obedient servant, J. A. GopLry.” 


* It is announced that the next annual general meeting : 
of the British Association for the Advancement. of 
Science will be held at York, commencing August 31st, 
The president elect is Sir John Lubbock, Bart., M.P., 
F.R.S. The following notice to contributors of me. 
moirs has been issued :—‘‘ Authors are reminded that, 
under an arrangement dating from 1871, the acceptance 
of memoirs, and the days on which they are to be read, 
are now, as far as possible, determined by organising 
committees for the several sections before the begin- 
ning of the meeting. It has therefore become necessary, 
in order to give an opportunity to the committees of 
doing justice to the several communications, that each 
author should prepare beforehand an abstract of his 
memoir, of a length suitable for insertion in the pub. 
lished: Transactions of the Association, and the 
Council request that he will send it, together with the 
original memoir, by book-post, on or before August 1, 
addressed thus :—‘ General Secretaries, British Asso- 
ciation, 22, Albemarle Street, London, W. For 
Section.............. Authors who comply with this 
request, and whose papers are accepted, will be fur- 
nished before the meeting with printed copies of their 
reports or abstracts. If it should be inconvenient to 
the author that his paper should be read on any par- 
ticular days, he is requested to send information 
separate note, 
G. GRIFFITH, Acting Secretary, Harrow, Middlesex.” 


Messrs. J. T. Gent & Co., of Leicester, have recently 
brought out the form of telephone shown by the figure. 
The instrument is contained in a neat walnut case, 
to the cover of which, leaving a small space between, 
is attached a diaphragm of wood; the cover has the 
usual aperture for receiving the sound waves, Across 
the diaphragm, in proximity, but not in contact, are 
fixed thin plates of a specially prepared material 
To the eover brackets are attached, which carry a 
spindle, on which are loosely hung (vertically or hori- 
zontally) adjustable arms, each arm carrying a 
plug or pencil of the aforesaid material; these 
latter rest on the plates fixed to the diaphragm. 
12 to 16 of the suspended arms and plugs are used, 
and these are arranged in series of three or four, 
so that a current of electricity to traverse the whole 
must pass over successive sets, The object of using a 
row of plates and arms is that the whole of the vibra- 
tions of the diaphragm may be utilised, resulting, it 
is stated, in proportionately powerful undulatory cur- 
rents. One end of the row of plates is connected to a 
battery, the other end to an induction coil. Any form 
of telephone receiver may be used with the transmitter: 
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A flexible tube is used to contain the wires and protect 
them from injury, thus obviating one of the objections 
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to wire connections between receiver and transmitter. 
Automatic switches and bell form part of the apparatus. 
The arrangement of the transmitter and the employ- 
ment of a flexible tube to protect the wires from injury 


form the chief peculiarities and points of novelty in the : 
new instrument, 


WE have received a prospectus of the ‘“ Telephone 
Training School,” Upper Norwood, of which Mr. C. E. 
Winter is the electrician and principal. Practical 
instruction will be the object in view, and to this end 
every description. of telephone as well as all apparatus 
appertaining thereto, for both exchange systems and 
private communication, will be provided, and so far as 
possible in duplicate, so that pupils will have the 
opportunity of dissecting and reconstructing the same. 
Tools and materials for making those parts of the 
various apparatus that can be made by hand will be 
furnished, and every facility given for conducting ex- 
periments by those pupils whose tastes incline them in 
that direction. Complete working telephone exchanges 
upon all the various systems in use in different countries 
will be in practical working order, and pupils will be 
trained to every department of their manipulation. 
Tools, poles, wire, insulators, brackets, &c., will be 
supplied for outdoor construction, concerning which 


practical instruction will be given. Pupils will then be 


enabled to avail themselves of testing their own abilities 
under personal supervision. Testing apparatus will 
also be provided, with which pupils will be taught to 
measure the electrical resistances of the various instru- 
ments, batteries and wires, and the more important 
matter of localising faults, both in the apparatus and 
on the line wires. Pupils desirous of extending their 
studies and practice to telegraphy will be afforded 
every facility for doing so. While the course of instruc- 
tion will be essentially practical the theoretical will not 
be neglected, All the leading scientific journals will 
be provided. It will thus be seen that the course of 
instruction will be very complete. The school, it may 
be stated, is under influential patronage, the leading 
men inthe telephone world, including tae chairmenof the 


various telephone companies, being amongst the patrons. 


By a contract concluded between the German Tele- 
graph Company in Berlin and the German Union 


Telegraph Company, a submarine cable is to be laid 
between Emden, on the Hanoverian coast, and Valen- 
tia, in Ireland, for the purpose of connecting Germany 
directly with the United States. At Valentia the new 
cable will be attached to and continued by the Anglo- 
American one, which will thus form a second wholly 
submarine electric tie between America and the Con- 
tinent of Europe. The cost of the new Emden-Valentia 
cable, which, it is hoped, may still be laid in the course 
of this year, is calculated at about £165,000, and will 
be covered by the issue of 53 per cent. preference shares. 


Brooks UNDERGROUND SYysTEM.—The laying 
of the second portion of the telegraph line (insulated 
by the above system) between Waterloo and Nine Elms 
is now accomplished, and the Post-office authorities 
are having their wires placed in connection therewith. 
We hope to publish the tests taken in our next issue. 


- À VOLTAMETER for measuring strong currents, and 
devised by Mr. G. M. Hopkins, has recently been 
described in the Scientific American. The action of 
this instrument depends on, the heating effect of the 
current on a thin platinum or copper wire, the linear 
expansion of the wire giving the index more or less 
motion according to the strength of the current. The 
general construction of the apparatus is as follows :— 
A vertical plate of vulcanite supports a horizontal stud, 
upon which are placed two metal sleeves having a glass 


lining. To one of these sleeves is attached a counter. . 


balanced. arm, carrying at its upper end a ‘curved 
scale, having arbitrary graduations determined upon 


by actual trial underapproximately the same conditions. 


as the instrument will be afterward subjected to in 
actual use. The other sleeve carries a light counter- 
balanced metal index, which moves in front of the 
curved scale. Each sleeve is provided with a curved 
platinum wire arm, dipping in mercury contained in 
an iron.cup secured to the base. Two platinum or 
copper wires are stretched along the face of the instru- 


ment, and attached at one end to hooks passing through. 


an insulating post, and after passing once around their 
respective sleeves on the index and scale, are attached 
to spiral springs, which in turn are connected with wire 
hooks extending through an insulating post projecting 
horizontally from the vulcanite plate. Under each wire 
there is a horizontal metal bar communicating under 
the base with one of the binding posts. The two other 
binding posts are connected separately with the two 
mercury cups. It will be seen that with this construc- 
tion the expansion of the rear wire will move the scale, 
while the expansion of the front wire will move the index. 
In order to apply the current to any required length of 
wire, there is upon each of the horizontal bars a clamp, 
which may be piaced anywhere along the bar and 
screwed up so as to clamp both wire and bar. Usually 
the current to be measured.will pass from the battery 
or machine to one of the binding posts, thence to the 
forward horizontal bar, thence through the expansion 
wire connected with the index, through the sleeve of 
the index, and finally through the mercury cup to the 


other binding post. It will be observed that both scale — 


and index will be moved in the same direction by the 
expansion of their respective wires, and that the 
atmospheric temperature affects both alike. This being 
true, it is unnecessary to take any account whatever 
of external temperature. The apparatus is inclosed in 
a glass case to, prevent the cooling action of the draughts 
of air. . By connecting the index expansion wire with 
a battery having an electro-motive force of one volt, the 
deflection is very slight, even with a very fine wire, but 
in a stronger current from a battery having an electro- 
motive force of five volts and upward, slight variations 
will be readily indicated. 
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Beto Watents—1881. 


‘ Electric lamps.” F. W. Happan, (Com- 

municated by L. G. Woolley.) Dated July 12. 

3053. “ Battery telephones, resp transmitters, resp 

microphones.” L.Jacosson. Dated July 12. 
3073. .“‘ Improvements in lamp casings or holders for 

containing and protecting electric light, and in appa- 


. ratus to be used in connection therewith, the said 


apparatus being in part applicable for other purposes.” 
D. GRAHAM. Dated July 14: | 


3122. “ Manufacture of electric bridges for lamps.” 


St. G. L. Fox. Dated July 18. 


3120. “ Apparatus for the mechanical reproduction 
of sound.” J.J. WatKker. Dated July 18. 

3140. ‘Facsimile telegraphs.” E, G. BREWER. 
(Communicated by T, A. Edison and P. Kenney.) 
Dated July 19. DT | | 

3166.‘ Electric lamps.” .W. MorGan Brown. 
(Communicated by G, P: Harding.) Dated July 20. 

3177. “ Improvements in the insulated coatings and 
covers or cases for wires and cables for the telegraphic 
and other analogous purposes, and in the machinery or 
apparatus employed in applying the coatings to the 
said wires or cables,” T. J. Mayatt, Dated July 21. 

3187. ‘‘ Electric lamps or lighting apparatus.” W.R. 
LaKE. (Communicated by J. V. Nichols.) Dated 

3189. ‘Improvements in and relating to electric 
lamp or lighting apparatus, and in the manufacture of 
portions of the same.” W.-R. Lake, (Communicated 
by H. S. Maxim.) Dated July 21.  — 

3190. ‘‘ Improvements in fittings for electric lighting 


apparatus and in the method of converting gas-fittings 


to such purposes.” KR. H. HuGHes. Dated July 21. 
3214. “Electric lamps.” A. M. CLark. (Com- 


municated by L. J. Bouteilloux and W. Laing.) Dated © 


July 22 | 

3224. ‘ Improvements in galvanic batteries and in 
the treatment of solutions therefrom for the recovery 
of useful products.” J. and A. J. Hiaains. Dated 
July 23. 


3225, * Apparatus for controlling telephonic com- | 


munications.” J. Imray. (Communicated by L. A. 
Brasseur and O. Dejaer.) Dated July 23. 


3231. ‘“‘Commutators for dynamo or magneto- 


electric machines, or electro-motors.” E. G. BREWER. 


(Communicated by T. A. Edison.) Dated July 23. 


3238. ‘A system of electric contact for electric 
clocks and for other purposes, and process of purifying 
mercury employed therein.” B. ]. B. Mitts. (Com- 
municated by G. Leclanché.) Dated July 25. 


3240. “ Improvements in obtaining electric light and 
in the apparatus to be employed therefor.” T. E. 
GATEHOUSE, | Dated July 25. 


3247. ‘‘ Self-acting electricclocks.” F, F. Reip and 


J. M. VALENTINE. Dated July 25. 


ABSTRACTS OF PUBLISHED 
‘SPECIFICATIONS, 1880. 


8014. “Electric lamps.” J..W. Swan. Dated Dec. 
2. 6d. Relates to incandescent lamps, and consists 
chiefly of improvements in the carbon conductor itself 
and in. the mode of attaching it to its connections. The 
inventor claims the formation of the carbon or carbons 
of an electric lamp from cotton thread converted by 
the action of sulphuric acid and carbonised by subject- 


ing it to heat in a vessel or receptacle containing 
powdered carbon or other powder which will prevent the 
oxidation of the material under treatment. The con. 
struction of carbons formed from cotton thread with 


thickened terminations by wrapping the ends with 


strips of bibulous paper, muslin, or “other suitable 
material, and then submitting the cotton thread so 
treated to the action of sulphurie acid, and afterwards 
carbonising it by subjecting it to heat in a vessel or 
receptacle containing powdered carbon or. other powder 
which will prevent the oxidation of the material under 
treatment. Binding the ends of the cotton thread to 
the conducting wires in a peculiar manner, -The pro. 


duction of carbons for electtic.lamps:from cotton 


thread, compressing the converted cotton thread so 
as to render it perféctly umform‘in texture and section 
throughout its length. Alsoïthé production of.carbons 
for electric lamps from cottonthread flattening. the 
converted cotton thread in order to obtain an inçreased 
superficial area. And the construction of the carbons 
of compound threads. 


4755. ‘Electric lamps,” &c. J, A. BERLY and D, 
Hutetr. Dated Nov. 18. .6d. ‘The object of the 
invention is to construct the apparatus for suspending 
or supporting electric lamps, so as to enable the said 
electric lamps (either when alight or ‘not) to be pulled 
down, detached, or dropped to be regulated, replenished 
or otherwise attended to, and pushed back or readjusted 
to their former or any required position, the said lamps 
being either alight or ready for lighting or otherwise, 
Fig. 1 is an elevation or general view of one arrange- 
ment of the apparatus. Fig. 2 is.a longitudinal section 
of the said apparatus. @ is a flat bar of metal or other 
substance, and to which the electric lamps as well as 
the sliding and movable parts are attached. shows 


the attachment of the lamp by its coronet, pendants, 


or other suspending or supporting arrangement to the 
piece, a, c'is a piece of ebonite or other insulating 
material attached to the top of central rod, a, by means 
of the key, d, the piece, c, might be screwed on a or 


fixed to it in any other manner. d, key attaching the 


iece, c, to the rod, a. e, cover, in ebonite or other 
insulating material, pressing on the two conductor 
springs, g, which they maintain in position by means 
of the bolts and nuts, f. Ff, bolts and nuts securing the 
conductor springs, g, in position. g, conductors con- 
necting the circuit wires attached to terminals, 7, to the 
electric lamps by means of the strips of metal, 7, against 
which they are made to press, and sliding up and down 
are always in electric communication with the said 
strips, conveying therefore the currents from termi- 
nals, 2, to the electric lamps by means of the inter- 
mediate strips of metal, 7, and the conducting wires, #, 
and this in whatever position of the movable or 


sliding portion of the apparatus. , conducting wires 


attached to the bolts, f, and conveying the currents from 
contact pieces, g, to the lamps, 7, strips of metal 
electrically connected with terminals, #, and against 
which the friction’ pieces, or springs, or electric 
collectors, g, always press in the upwards or downwards 
motion of the sliding or movable part. 4, slips of 
wood or other non-conducting material attached to 
outside tube, #, which latter tube incases the whole 
arrangement and is attached to the ceiling plate. 1, 
terminals fixed on ceiling plate, from which they are 
insulated and receiving the circuit wires. p, cover at 
end of tube, and in which a slotis managed to allow of 
the passing of the rod, a, and conducting wires, 4, and 
at the same time acting asa guide to the sliding portion 
of the apparatus. g, india-rubber buffer to prevent the 
lamp knocking against bottom, #, of suspension 
arrangement in the upwards motion. +1, india-rubber 
buffer to prevent knocking of the lamp against cover, 
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p, in the downwards motion. é, iron washer, against 


which the key, u, knocks in the sliding portion’s down- 
wards motion. z, key across rod, a, and extending to 
the outer tube and acting as a guide to the top of 
sliding or movable portion of the apparatus. 4, 
bottom of rod, a, and to which the chains, x, are 


_ attached. x, chains attached to bottom piece, v, and 


receiving at their other ends the counterbalancing 
weights, keeping the whole of the sliding portion with 
its attached electric apparatus in constant equilibrium. 


y, pulleys over which the chains, x, are running. It 


will be seen from the foregoing description that in any 
position of the sliding portion of the apparatus the 
currents from the circuit wires attached to the termi- 


nals, », fig. 2, will be conveyed to the strips of metal, 
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of the electrical current may pass through the larger, 
the smaller carbon becoming gradually consumed with 
it. The contacts for both the negative carbon, À, and 
the larger, 8, of the positive carbons are made of pieces 
of metal, p, slightly hollowed to fit over the.carbons, 
and hinged at higher points, d, to the troughs in which 
the carbons lie, the current being led to and from the 
contact pieces, D, by wires, d', escaping the joints of 
their hinges. The trough in which the carbon, A, lies 
is. suspended by radius rods, E, E, from the upper 
framing, F, of the lamp to which the troughs for the 
carbons, B, C, are fixed. In the framing, F, is arranged 
an electro-magnet, G, having its coil in the lamp circuit, 
its armature, g, is attached to one of the radius rods, E, 
with a screw adjustment. When the lamp is out of 


\ 
Ne 
WW | 
8 tr 
>, 


j, and collected by the friction pieces, g, from which 
through bolts, 7, to which they are electrically con- 
nected, the said currents will be conveyed to the lamps 
by means of the conducting wires which are attached 
to the heads of bolts, f. | 

4988. ‘‘ Electric lamps.”  KILLINGWORTH WILLIAM 
Hepces. Dated Nov. 30. 6d. Relates chiefly to the 
construction of electric lamps with inclined carbons. 
Fig. 1 is a front view of an electric lamp according to 
the invention, and fig. 2 is a side view of the pair of 
positive carbons. A is the negative carbon lying in an 
inclined trough or open tube, and butting near its end 
against an ne: stop, a, so that the carbon de- 
scends as that portion of it against which a bears be. 
comes consumed. The positive carbons, B and c, meet 
together at their ends, as shown in fig. 2, and one of 
these may be smaller than the other, so that the whole 


_chisel-edged metal disc. 


circuit the end of the carbon, A, butts against the 
meeting of the carbons, B and c, but when an electric 
current is passed through the lamp, kindling the 
carbons where they butt, the electro-magnet, Gc, be- 


comes excited and attracts its armature, g, whereby — 


the end of the carbon, a, becomes separated from B 
and c, and the arc is established between them. As 
the carbons become consumed the two, B and c, con- 


tinue to descend their respective troughs, the end of 


each supporting the other, and the carbon, A, advances, 
as permitted by the stop, ‘a, so as to present its end at 
nearly the same distance from the ends of B and c. 
In order to render the stop, a, effective, an abutment 
screw, ai, is provided at the upper side of the carbon, a. 

The patent also relates to an incandescent lamp in 
which a carbon has its end resting on a periphery of a 
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sos1. “ Time-pieces worked by electricity.” W. P. 
Tuompson. (A communication from abroad by 
Monsieur Alphonse Lemoine, of Paris.) Dated Dec. 

6d. Has for its object an improved system of 
electric time keeping, by the aid of an electro-magnet, 
which gives automatically to the pendulum of the 
clock a fresh impulse each time that its oscillation 
fails to attain to a certain amplitude of course. To 
arrive at this result the current is passed round the 
electro-magnet, each time that it is necessary, by a 
piece mounted upon the pendulum and manceuvred by 
the resistance that the air opposes to it during its 
oscillation. Fig. 1 shows the front view of the pen- 
dulum of a clock disposed according to the invention ; 
fig. 2 represents the side view of the mechanism work- 
ing the closing of the electric current when that is 
necessary. ais the pendulum furnished at its lowest 


part with a piece, à, of soft iron forming the bob or 
weight; this bob is of soft iron in order to be at any 
desired moment drawn by the electro-magnet, c. Upon 
the bob, 4, is a standard, d, upon the horizontal arm of 
which turns a light spindle, e, mounted upon a socket, 
f, and furnished at its lower part with a vane or other 
equivalent piece, g, in paper, mica, or other like 
material. 
clock carries a catch, 4, which at each double oscillation 
advances one tooth of the wheel, 7, which commands 
the minute hand, and which can be arranged in any 
convenient manner. Upon the stand of the clock is 
placed a fixed blade, 4, communicating with one of the 
poles of a battery, the positive (+) pole, for example; 
another blade, 7, forming a spring, communicates with 
the electro-magnet, binding it to the negative (—) pole 
of the battery. As long as the range of oscillation of the 


Upon its upper part the pendulum of the. 


pendulum does not descend below the normal limit, the 
spindle, e, passes over the contact spring, /, without lower. 
ing it, by following the inclined path that the resistance 
of the air gives it (acting upon its vane). If, on the 
contrary, the range of oscillation diminishes, the speed 
of the pendulum diminishes in like proportion, and the 
resistance opposed by the air to the movement of the 
vane, g, must equally lessen in such manner.that the 
spindle, e, approaches the vertical. It then presses 
upon the contact, /, which bends upon the blade, &, in 
such manner that, the circuit being closed, the current 


|_ traverses the electro-magnet, which becomes active. 


As this effect is produced before the pendulum be- 
comes vertical, as indicated by the dotted lines in the 
drawing, the armature or bob, 3, of the pendulum is 
attracted, and regains its full range of oscillation under 
the influence of this impulse; the spindle, e, gliding 
then over the blade, 7 (which again rises), the circuit is 
broken, and the pendulum oscillates freely until the 


amplitude of its oscillation lessens again, when 


contact is re-established and gives it a fresh impulsion, — 


5083. ‘ Manufacture of telegraphic and telephonic 
cables.” EpouARD BERTHOUD and FRANCOIS BOREL, 
Dated Dec. 6. 6d. Has forits object improvements 
in the manufacture of cables for selegraphte ad tele. 
phonic purposes. The cables constructed according to 
this invention have their various parts so arranged and 
combined that all induction between the several con- 
ductors forming one cable is obviated. The cable 
consists of a conducting wire covered with several 
layers of cotton. This wire is immersed in a bath of 
insulating material raised to a high temperature in 
order to carry off the dampness of the wire, and to 
impregnate it with the insulating material, which may 
be resin, tar, paraffine, or the like; the insulating 
coating is then covered'with a leaden sheathing, and the 
latter is then covered with one or more layers of cotton 
or like material, A suitable number of the conductors 


- thus prepared are submitted to a fresh bath, and the 


whole is protected by means of a leaden pipe... 


The machine for covering the cable with lead is also 
described. | 


5113. “Telephones.” J.B.Morcan. (A communi- 
cation from abroad by T, A. Edison.) Dated Dec. 8. 
6d, Relates chiefly to improvements upon the carbon 
telephone. The object of the present invention is to 
allow the diaphragm to respond to the atmospheric 
vibrations without being unduly checked, and at the 
same time to insure the necessary pressure and extent 


FIG I. | 


of surface contact between the carbon, or similar 
material, and the electrodes to produce the correspond- 
ing electric changes or undulations in the line. In 
the figure the diaphragm is represented at a, with asuit- 
able case, 6,and mouth piece, c, the diaphragm, a, resting 
upon or being secured at its edges to the said case, d. 
The carbon or similar material for regulating the 
electric condition of the line is shown at7z. The carbon, 
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3, is in a cup, d, of insulating material, such as hard 
rubber, 
-metal rivet that holds the cup, d, to the diaphragm ; the 
carbon rests against this. The other electrode is in the 
form of a platina disc at the end of the screw, f, that 
passes through the spring, g, that is connected at its 
ends to the cup, d, so that the proper initial pressure is 
applied to the carbon by the screw. There is a weight, 
h, carried by the spring, and one wire, 2, is connected 
to the diaphragm, and the other wire, /, to the 
‘spring, 2. 

5137. ‘ Electric machinery and apparatus for the 


pres of light and heat,” &c. W.T. HENLEY. 


ated Dec. 9. 25. 8d. Relates chiefly to the dynamo 
machine described on page 288 of this JouRNAL. It 
also relates to new electric lamps, | : 


5141. “Magnetic apparatus for separating iron 
particles from wheat, flour,” &c. T. M. CLARKE. 
Dated Dec. 9. 2d. Has for its object a magnetic ap- 
paratus to separate iron particles, such as are very apt 
to be found in grain, or to fall or break off from 
machines into the material passing through the mill. 


In this invention the magnets are made to rotate, . 


forming parts of a roller or cylinder, or series of wheels 
or cylinders, provided with a stationary or movable 
scraper or scrapers, brush or brushes, or their mechanical 


equivalent on the opposite side to that over which the — 
wheat passes, or fixed in sucha manner as to remove — 


the iron particles from the magnets as they revolve and 


prevent said particles from being brought back into the © 


material to be purified. (Provisional only.) 


5162. “Transmitting and receiving apparatus of print- 
ing telegraphs.” H.VAN HoEVENBERGH. Dated Dec. 
10, The general object of the invention is to increase 
the rapidity and certainty of operation of type-printing 


telegraphic apparatus, and to provide improved means © 


of maintaining the synchronism between the trans- 
mitting cylinder at the sending station and the type 
wheel at the receiving station or stations, by causing 
the same to be regulated or adjusted automatically once 
during each revolution, instead of at irregular intervals, 


and at the will of the transmitting operator, as in the | 


apparatus heretofore in general use. 
5275. “Electric lighting,” &c. DESMOND GERALD 


Fitz-GERALD. Dated Dec. 16. 2d. Relates to im- 


provements in incandescence electric lamps. When a 
carbonaceous conductor is employed, and more par- 
ticularly when this is obtained by the carbonisation of 
vegetable substance, any required degree of hardness 
or solidity and of electrical conductivity or resistance, 


is given to the conductor by treating the vegetable 


substance or. the carbon obtained therefrom with 
solutions rich in carbon (this element being liberated 
by subsequent ignition), also with salts of the refractory 
metals, such as platinum or irridium, and with salts, 
_ such as those of magnesium and cadmium, which when 
decomposed furnish an infusible earth or oxide, the 
metal, earth, or oxide being obtained in admixture with 
the carbon. (Provisional only.) 


5340. ‘Telephone signal apparatus.” WILLIAM 


MorGAn-Brown. (A communication from abroad by 
George Henry Bliss, of America.) Dated Dec. 20. 
8d. Relates to telephone signal apparatus, and con- 
tains a series of clockworks arranged to run synchro- 
nously, and each controlling a signal bell in the circuit 
so as to allow it to sound only at certain predetermined 
periods of time, the said periods being different at each 
instrument, so that only one signal can be operated at 
any one time, the others then being kept silent by 
the said controlling clockwork, The clocks are all 
automatically stopped at the end of an interval of 


One metallic electrode, e, is in the form of a 


operation, in which each has had its individual period 


in which the signal could be sounded, and they remain 
so stopped until it is desired to give a signal at any of 
the stations, when the instruments are all started 
simultaneously by electro-magnets acting on the stop 
mechanism, 


City Hotes. 
Old Broad Street, July 27th, 1881. 
THE Dtrect UNITED States CABLE (COMPANY, 


_Limitep. — The report of the directors for the six 


months ending June goth, 1881, states that the re- 
venue for the half-year, after deducting out-payments, 
amounted to £93,581 14s. 8d.. The working and other 
expenses for the same period, including interest on 
debentures, and income tax, &c., amounted to £26,871 
12s. 7d., leaving a balance of 466,710 2s. 1d. as the 
net profit for the half-year, making, with £3,116 17s. 7d. 
brought forward from the previous half-year, a total of 
£69,826 19s. 8d. Three quarterly interim dividends — 
of 14 per cent. each, amounting to £45,532 10s., have 
been declared and paid at the usual times during the 
financial year, and a final dividend of 5s, per share is 
now proposed, making, with the three interim dividends, 
5 per cent. for the year, being a total distribution of 
£60,710.. The appropriation of the above balance of 
£60,826 19s, 8d. on the revenue account is thus 
shown:—Interim dividend for quarter ending 31st 
March last, £15,177 10s.; final dividend now proposed, 


_ £15,177 10s.; carried to reserve fund, thereby increasing 


it to £235,000, £32,202 9s.; carried forward to next 
account, 47,179 10s, 8d. The cables are now, and 
have been since the last report, in good working order. 


EASTERN TELEGRAPH CompPANy, LIMITED, — The 
eighteenth half-yearly ordinary meeting of the share- 
holders of this Company was held, on July 14th, at the 
City Terminus Hotel, Mr. J. Pender, M.P., in the chair. 
The chairman, in moving the adoption of the report 
(see TELEGRAPHIC JOURNAL, July 15th), said that the 
revenue showed an increase of £10,964. This increase 
was to some extent accounted for by the improved re- 
turn upon their investment in the South African Com- 
pany. The ordinary expenses of the Company showed 
a decrease of £883 over those of the last half-year, but — 
the expenses of the former period included charges 
which did not come into the figures of 1880. The ac- 
counts were very fully set out, every item of importance 
being stated in them, Generally on these occasions — 
he had been able to congratulate the proprietors upon 
the fact that their cables were in perfect working order, 
but he was sorry to say that the two Bombay cables 
were not now in working order, It was believed, how- 
ever, that the damage was but a short distance from 
the shore, and might easily be repaired. Beyond delay 
in the traffic, he did not see in the stoppage any cause 
for uneasiness. Submarine telegraphy was always 
more or less a speculative investment. They knew 
that their cables were at the bottom of the sea, but they 
were uncertain as to what the bottom of the sea was. 
Within the last ten days the French cable was repaired, 
and it was now in good working order. They had also 
within the last month repaired a cable from 2,000 
fathoms of water, so that whilst their property was 
speculative, their experience was leading them to the 
knowledge of how to deal with it. Repairs was always 
a large item, but if they took them from the commence- 
ment, they would find that they had been something 
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under 10 per cent. on the capital. He had to congra- 
tulate the shareholders upon the fact that they were 
able to pay some slight addition to the dividend, and 
he hoped that it might be still further increased. To 
enable them to earn a steady dividend, and to give 
their property something like a good footing in the 
general market, it was most important that they should 
add to the reserve fund. In the early stages of the 
Company they were not in a position to add largely to 
the reserve fund ; but the average additions since the 
commencement had been about £41,000. They felt 
that they were fairly represented in that respect, but 
they had not sufficient to enable them to say that they 
were independent. It was therefore desired that the 
policy of adding to the reserve fund should continue. 
The motion was seconded by the Marquess of Tweed- 
dale, , Inthecourse of a brief congratulatory discussion 
which followed, it was mentioned by the chairman that 
the cost of repairing the Bombay cable might be about 
£5,000. Owing to combination with other companies, 
the break had not caused any stoppage of their busi- 
ness, The resolution was adopted unanimously, and 
a vote of thanks to the chairman closed the proceedings, 


Tue GERMAN UNION TELEGRAPH AND TRUST 


Company.—An extraordinary general meeting of the 
members of the German Union Telegraph and Trust 


Company, Limited, was held on Monday, July 18th, at . 


the offices of the company, Old Broad Street, “‘ for the 
purpose of considering proposals of the German Union 


Telegraph Company of Berlin for establishing a new © 


cable between Germany and Ireland, and raising capital 
for the purpose by the issue of preference shares, and 
passing such resolutions with respect thereto as the 
meeting may deem expedient.” Sir James Anderson 
presided, and stated that the object of the proposed 
new cable was to give Germany direct communication 
with America, which the German Government and 
their telegraph administration particularly desired to 
have. The German Union Company of Berlin had 
undertaken to bring a cable connecting Germany with 
Valencia, and to have one of the Anglo-American 
Company’s cables to go thence to America. In ex- 
change the concessions offered to the German Union 
Company contained in it some clauses which gave 
them the preference of laying any further cable which 
‘might be required to meet the wants of Germany. It 
would also give the German Union Company a dupli- 
cate cable. The directors of this company concurred 
with the directors of the @erman Union Company in 
laying the cable and securing themselves from oppo- 
sition, For all purposes Germany by the new cable 
would have as direct communication to America as had 
France and England, No doubt it would affect the 
ordinary shares of this company, but not so much as it 
would if it were a rival cable. The founders of the 
original company had the right to a full half of the new 
shares, and if they took them, as it was assured they 
would, then the shareholders of this company would be 
allowed to apply for the other half, pro vata. The 
directors of this company considered that the invest- 
ment was a fair one. The proposed capital was 
£165,000, and powers would be taken to raise that 
amount in 5% per cent. preference shares. He con- 
cluded by moving the following resolution :— That 
this meeting having considered the proposals of the 
German Union Telegraph Company of Berlin with 
respect to the laying of a new cable between Germany 
and Valencia, and the chairman’s explanation in regard 
thereto, it is hereby resolved that such proposals be 
generally approved, and that the directors of this 
company be authorised to communicate this resolution 
to the Berlin Company, and to make such arrange- 


_ pany have been drawn and paid off at par. 


of the board, does not. 


ments with that company with respect to the issue of 


the new shares as they may think expedient, and to 


secure for the shareholders of this company the oppor. 
tunity of subscribing for such of the new shares of the 
Berlin Company as they may be entitled to in respect 
of their holdings in this company.” Count Oscar 
Reichenback (a director) seconded the motion, In 
reply to Mr. Dunphy, the chairman stated that the 
object of the new cable was to give Germany direct 
telegraphic communication to America, instead of the 
messages coming to London first. The new cable 


_ would have to be laid by the German Union Company, 


or by some one else. It would have one wire, and be 
used exclusively for American traffic. ‘There were four 
wires in the present cable, which, of course, would be 
maintained, In answer to Mr. Pender, M.P., the chair. 
man added that the new capital would be a first charge 
on the whole revenue of the company. The resolution 
was unanimously passed. | 


GLOBE TELEGRAPH AND Trust.—The report for the 
year ending July 18th states that the net revenue, after. 
deduction of expenses, amounts to £171,379, which, 
with the balance of £841 brought forward, makes a 
total of £172,221. From this amount there has been 
distributed in interim dividends the sum of £122,066, 
and the directors have written a further sum of £500 


_ off the preliminary expenses account, leaving an avail- 


able balance of £40,655. ‘The directors now recom- 
mend payment of a final dividend for the year of 4s. 
per share on the preference shares, and of 3s. per share 
on the ordinary shares (making, with the former dis- 
tributions, a total dividend for the year of 6 per cent. 
upon the preference and 43 per cent. upon the ordinary 
shares), carrying forward a balance of £665. The 
directors have issued 527 preference shares and 525 
ordinary shares in exchange for 1,000 Eastern Tele- 
graph ordinary shares; and an exchange has been 
made of 1,000 Telegraph Construction and Maintenance 
shares for 3,000 Eastern Telegraph ordinary shares. 
Eleven shares of the German Norwegian Cable Com- 
In con- 
formity with the articles of association, Mr. William 
Ford and Sir Daniel Gooch, Bart., M.P., two of the 
directors, retire, but being eligible, they offer them- 
selves for re-election. The auditors, William New- 
march, Esq., F.R.S., and John George Griffiths, Esq., . 
F.C.A. (Messrs. Deloitte, Dever, Griffiths, and Co.), 
also retire at the meeting. Mr. Griffiths offers himself 
for re-election, but Mr. Newmarch, much to the regret 
A statement appended to 
the report shows the stocks, shares, and debentures 
held by the company, and the income therefrom. The 
total nominal amount of these holdings is 43,367,738, 
the cost by exchange or sale and purchase £3,260,367, 
and the amount of dividend received during the year 
£174,766. | | 


ELECTRIC LIGHT AND PoWER GENERATOR CoM- 
PANY.—An extraordinary general meeting of the 
shareholders of this company was held at the com- 
pany’s offices and works, 29, Bankside, on Wednesday, 
July 2oth, 1881, to confirm a special resolution, passed 
at a meeting of members on July sth, for making 
certain alterations in the articles of association. 
Admiral Sir Edward Inglefield, C.B., occupied the 
chair. The secretary read the notice convening the 
meeting and setting out the proposed alterations in 
the articles. The chairman said: Gentlemen, I have 
to put this special resolution before you and to propose 
that you agree to it. The resolution was carried, and 
several questions having been addressed to the chair- 
man, that gentleman said he would reply to them 
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categorically: First with regard to the district allotted 
to the company for lighting. It was called No. 2, and 
comprised Southwark Bridge, Queen Street Place, and 
Queen Victoria Street. They had the advantage of 
having several distinct cables, in case one portion 
should not be as successful as the other; in fact they 
had four distinct cables, so that, for instance, if they 
should find that evening that one portion did not work 
well they could still go on working with the other three 
without the fourth. Accidents might happen, a cab 
running against one of the lamp posts would break the 
contact for a time, but by having three other cables to 
work with there need be no apprehension on the part of 
either the shareholders, however anxious they might 
feel, or of the public, that there could be any serious 
breakdown even should any unforeseen accident occur. 
The shareholders probably knew the district quite well, 
and he need not, therefore, give particulars as to the 
_ length of cable and so on required, but he believed it 
was about four miles. He would, however, like to 

explain the precautions which had been taken to insure 


the success of their experiment that evening. In the © 


first place the cable was of course laid and was intact, 
and all the lamps were in order in the works ready to 


be hung, and he would be happy to exhibit them to the . 


shareholders when the meeting was over. They had, 
in fact, had every one of the lamps hanging side by 
side in the works, so that the ability of each lamp to 


thoroughly do its work had been fully tested. In every 


respect they had taken every care to insure success as 
far as possible that evening, and there could ‘be no 
‘doubt that their success was a certainty. 
a question by a shareholder, Mr. Crookes said that 
through a good cable 75 per cent. of the power could 
be carried to a very distant part. The meeting having 
terminated, the shareholders proceeded to inspect the 
preparations going on in the works. 


-WESTERN AND BRAZILIAN TELEGRAPH.—The eighth 
ordinary annual general meeting of this company was 
held at the Cannon Street Hotel on Wednesday, 20th 
inst., Sir Henry Drummond Wolff in the chair. The 
secretary read the notice convening the meeting, as 
also the minutes of the last annual meeting, which were 
confirmed, and the report and accounts were taken as 
read. The chairman : It now becomes my duty, gentle- 
men, which I rise to fulfil with some diffidence owing to 
my recent connection with this company, to make a few 
remarks upon the report which was issued and circulated 
among you some time ago, and to give the reasons why 
the directors postponed the ordinary annual general 
meeting until this time. You will, no doubt, be gratified 
to know that the traffic of the company has been in- 
creasing, slowly it is true, but with a regular progression. 
At the present moment, by the most recent traffic returns 
for a period of forty-one weeks, we can show a balance 
of receipts over expenses as compared with the same 
period in last year of £4,854. (Hear, hear.) In fact, 
the receipts are gradually mounting up, and, unless an 
accident of a serious nature occurs between now and 
next October, would warrant the directors in declaring 
some dividend, provided we had a substantial reserve 
fund to justify us in dividing amongst the shareholders 
the profits made. (Hear, hear.) I will not dwell very 
much upon the general features of the report itself, inas- 
much as when the report was issued you were informed 
that any additional information which was desired could 
be obtained at the offices of the company. Up to this 
time, however, there have been but very few applications 
for information or explanation at the office; therefore, 
if there were any questions that the shareholders wished 
to have answered we may fairly conclude that they 
would have been asked. But I shall be happy now to 


In answer to 


| adoption of the report. 


give any information you wish for with regard to any 
of the details of the report. I am now coming to deal 
with that which I consider, and which you will no doubt 
also consider, the most important object of the meeting 
held this day, which is, that the meeting should either 
confirm or reject the offer of compromise which has 
been made to us with regard to a suit now pending in 
the Court of Chancery, The directors might rightly 
under their powers have “rem ee this compromise 
without reference to the shareholders. We consider, 
however, that, although the statute confers upon us the 
power, yet as the claims which are the subject of litiga- 
tion in that suit rather concerned the inception of the 
company than its actual progress since it was formed, 
and as the subject was of such grave importance to the 
company, we deemed it our duty to submit the com- 
promise to your judgment and approval. (Hear, hear.) 
I must say, however, that the directors, though not 
doubting in any way the strength of their case, have, 
under the advice of the same eminent counsel as have 
advised them all through the proceedings, determined 
to recommend the acceptance by the shareholders of 
the offers made to us. Our reason for that is simply this: 
we see and recognise the great necessity for establishing 
a good and substantial reserve fund, and we think that 
by accepting this proposal we shall be enabled at once 
to carry out that important object. (Hear, hear.) 
Therefore I beg to propose the adoption of the report, 


which will be seconded by one of my colleagues, and 


after that I shall be happy to answer any questions you 
may wish to put. Then, after that, we propose, with 
the consent of the meeting, to move a further resolu- 
tion, which will embody the substance of the supple- 
mental report which has also been issued, and 
accompanied the report itself. I beg to propose the 
Mr. Andrews: I have great 
pleasure in seconding that resolution. The chairman: 
Is it your pleasure that the report, accounts, and 
balance-sheet up to September 3oth, 1880, be approved | 
and adopted? Carried unanimously. The chairman: 
I will now propose the next resolution—“ That the 
company, in general meeting assembled, hereby ap- 
proves of the directors compromising the actions 
referred to in the reports submitted to this meeting, on 
the basis stated in general terms in the supplemental 
report dated the 12th July, 1881, with such modifica- 
tions or alterations and provisions not affecting the net 
results to the company as the directors may deem ex- 
pedient and the nature of the arrangement may 
require.” Mr. Goodsall: I beg to second it. The 
motion confirming the acceptance of a compromise was 
then put to the meeting and carried unanimously. Sir 
H. Drummond Wolff and Mr..D. H. Goodsall having 
been re-elected as directors, and Mr. Weise re-elected 
as auditor, the meeting closed after warm expressions 
of confidence in the chairman and his colleagues. 


INDIA RUBBER, GUTTA PERCHA AND TELEGRAPH 
Works Company, Limitep.—At the half-yearly 
general meeting of this company held on the 21st 
July, Mr. George Henderson in the chair, the 


secretary (Mr. William J. Tyler) having read the 


notice convening the meeting, the chairman said: 
Gentlemen, this is merely a formal meeting to 
obtain your sanction to an interim dividend, and we 
are very pleased at having it in our power to pay this 
dividend from fairly earned money, The general 
business of the company is going on in a very satis- 
factory manner, but orders for cables have been slack 
during the half-year. I have really nothing more to 
say to-day, and therefore I will move the resolution 
that an interim dividend of 10s. per share, free of 
income-tax, being at the rate of 10 per cent. per 
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cable, which was now in efficient working order. 
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annum, payable on and after the 22nd inst., be now 
declared. Mr. S. W. Silver seconded the motion, 
which was carried unanimously. After a vote of thanks 
to the chairman the proceedings terminated. 


CusA SUBMARINE TELEGRAPH Company.—At the 
meeting on July 2oth, the report (see TELEGRAPHIC 
Journal, July 15th) and accounts were adopted after 
a few remarks by the chairman, Mr. T. Hughes, Q.C., 
and some of the shareholders, ; 


TELEGRAPH CONSTRUCTION AND MAINTENANCE 


Company, LimITED.—A half-yearly general meeting 
of this company was held on July 19th at the offices, 
38, Old Broad Street, under the presidency of Sir D. 
Gooch, Bart., M.P. The chairman (who had no reso- 
lution to propose) stated that during the past half-year 
they had not had very much in hand. They had made 
only 200 miles of cable, but they had chartered one of 
their ships to the Government for the conveyance of 
troops to the Cape, and another for some cable work. 
The Scotia had recently returned from repairing the Te 

ast 
year the enterprise failed on account of the extremely 


bad weather, and the vessel returned home, leaving the ~ 


work uncompleted. This year, however, she had suc- 
ceeded, having raised the cable from 1,700 fathoms of 
water, and a new piece of cable was put in. They 


were doing the best they could to obtain work, and 
they must hope that something would occur by which 


they would receive employment. Mr, W. Abbott asked, 
in view of the development of electricity, whether the 
company could not ally itself with some of the com- 
panies concerned in inventions arising out of the 


_ science of electricity, so as to fill up the void when 


cable work was slack? He thought that they should 
identify themselves with other work besides cable 
manufacturing, The chairman, in reply, said that 
they had not overlooked the matter, and that they 


were now making a large amount of covering wire re- 


quired for the electric light, which, there could be no 
doubt, was only just beginning to be used. In answer 
to another question, the chairman said that the divi- 
dend would be the usual interim distribution of 12s. 
The meeting closed with the usual complimentary 
vote. 


TELEGRAPHING TO INDIA, AUSTRALIA AND CHINA. 


—The following communication from the Indo-Euro- 
pean Telegraph Company, Limited, has been addressed 
to the daily press :—‘ Both the cables of the Eastern 
Telegraph Company between Aden and Bombay are 
broken down on the Bombay coast, and cannot at 
present, in spite of every effort, be got at for repairs 
owing to the monsoon being in full activity. Of the 
cables belonging to the Indo-European Government 
Department in the Persian Gulf, and forming part of 
the Indo-European Telegraph via Teheran, one of the 
two cables between Bushire and Jask is interrupted, 
and the cable off the Beloochistan coast is also broken 
down. This reduces the communication between 
Bushire and Kurrachee, and consequently that between 
Europe and India, to only one wire, instead of the four 
wires and two duplicated routes which are usually at 
the disposal of the public. In reference to the notice 
from the Turkish Ambassador that messages may be 


transmitted by way of Bagdad and Bushire, such a 


course would be very inadvisable, because the present 
special direct wires of the Indo-European Telegraph 
Company to Teheran and thence to Bushire are work- 
ing without any delay whatever, the delay lying between 
Bushire and Kurrachee. At the time of writing, how- 


ever (noon of Monday), the delay from India has been © 


| reduced to two hours fourteen minutes, and telegrams 


from China and Australia are arriving in from four to 


_ five hours. The Indo-European Government Depart- 


ment have ordered their cable-repairing ship, Patrick 


| Stewart, to proceed at once to Bushire to set right the 
_ Bushire-Jask section, and the repair of this section will 


greatly improve the working. As soon as this object 
is accomplished she will be ordered to repair the cable 


_ along the Beloochistan coast, thus restoring the dupli- 


cate wires of the Indo-European route via Teheran, 
when all delay will cease, as either of the duplicated 


_ lines of the Indo-European or of the Eastern route is 


easily capable of doing all the work when they are in 
their usual order.” | 


AN Ottawa telegram states that the Canadian, 
European, American, and Asiatic Company, to which a 
charter was granted in the last Dominion Parliament, 
has completed its organisation. The Canadian end of 
this cable will land on Sable Island. Telegraphic 
communication will also be established with the West 
Indies.—ZLiverpool Fournal of Commerce. 


IN view of the competition expected from the 
American Cable Company, the Anglo-American, with 
the Direct U. S., and the Compagnie Francaise, ad- 
vertise a reduction in tariff on and after August 1st to 
New York to ts. per word, the name of the place from 
which the message originates being transmitted free of 
charge. 7 


The following are the final quotations of stocks and shares 
for the 27th ult.: —Anglo-American, Limited, 513-523; 
Ditto, Preferred, 823-833; Ditto, Deferred, 25-253; 
Brazilian Submarine, Limited, 10$-10$; Brush Light, 
; Electric Light, #-§; Consolidated Telephone 
Construction, §-% A; Cuba, Limited, 9%-10}; Cuba, 
Limited, 10 per cent. Preference, 16-174; Direct Spanish, 
Limited, 47-54; Direct Spanish, 10 per cent. Preference, 
133-143; Direct United States Cable, Limited, 1877, 
10-104; Debentures, 1884, 102-104; Eastern Limited, 
104-103; Eastern 6 per cent. Preference, 124-13#; Eastern, 
6 per cent. Debentures, repayable October, 1883, 103-106; 
Eastern 5 per cent. Debentures, repayable August, 1887, 
104-107; Eastern, 5 per cent., repayable Aug., 1899, 
106-109; Eastern Extension, Australasian and China, 
Limited, 11-114; Eastern Extension, 6 per cent. Debenture, 
repayable February, 1891, 109-112; 5 per cent. Australian 
Gov. Subsidy Deb. Scrip, 1900, 103-106; Ditto, registered, 
repayable 1900, 103-106; Ditto, 5 per cent. Debenture, 


1890, 103-105; Eastern and South African, Limited, 


5 per cent. Mortgage Debentures, redeemable 1900, 
104-107; Ditto, ditto, to bearer, 104-107; German. 
Union Telegraph and Trust, 93-103; Globe Telegraph and 
Trust,Limited, 64-63; Globe, 6 per cent. Preference, 125-123; 
Great Northern, 12-134; 5 per cent. Debentures, 102- 
105; India Rubber Company, 20}-213; Ditto, 6 per 
cent. Debenture, 104-108; Indo-European, Limited, 28-29; 
London Platino-Brazilian, Limited, 5%-64 ; Mediterranean 
Extension, Limited, 2$-34; Mediterranean Extension, 8 per 
cent, Preference,9-03; Oriental Telephone, 4 dis. par.; Reuter’s 
Limited, 12-13; Submarine, 285-295; Submarine Scrip, 
2¢-3; Submarine Cables Trust, 100-104; United Tele- 
phone, 94; West Coast of America, Limited, 43-5; 
West India and Panama, Limited, 14-2}; Ditto, 6 per 
cent. First Preference, 7-74; Ditto, ditto, Second Preference, 
6-63; Western and Brazilian, Limited, 84-84 ; Ditto, 6 per 
cent. Debentures “A,” 110-115; Ditto, ditto, ditto, “ B,” 


‘101-105; Western Union of U. S. 7 per cent., 1 Mortgage 


(Building) Bonds, 125-130; Ditto, 6 per cent, Sterling 
Bonds, 106-1 10; Telegraph Construction and Mainte- 
nance, Limited, 314-314; Ditto, 6 per cent. Bonds, 103-107}; | 
Ditto, Second Bonus Trust Certificates, 3$-4}. 
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L. G. TILLOTSON & CO, 
5 & 7, DEY STREET, NEW YORE, U.S.A. 
THE OLDEST & LARGEST RAILWAY & TELEGRAPH SUPPLY HOUSE IN AMERICA, 


MANUFACTURERS AND DEALERS IN 


TELEGRAPH AND TELEPHONE SUPPLIES 
OF EVERY DES CRIPTION. 


- Morse Telegraph Instruments of the most approved construction; Batteries of all kinds ; Patent 
Screw Glass Insulators; Brooks’ Patent Insulators; Telephone and Telegraph Office Wires ; 
Telephone Conducting Cords and Annunciator Drops; Burglar Alarm and Hotel Annunciators ; 
Gutta-Percha Insulated Wires and Sub-Marine Cables ; Johnson S vetnraiel ns Wire, 
in Bond in New York, at Manufacturers’ Prices. 


of the HOME LEARNER’S INSTRUMENT, including 
Sounder, Battery, and Instruction Book ; for the use of Students in Telegraphy. Price $ 4.50. 


Catalogne and Price List sent upon application. 


_& CO., 


Æ'7, HOLBORN VIADUCT, 


(OPPOSITE THE City TEMPLE), 


Manufacturers of Zanni’s Patent Dynamo-Electric Machine, 
_ The Cheapest in the Market. 
' MAGNETIC BELLS.—No Battery required. Satisfactory working guaranteed for five years. . 
ELECTRIC BELLS of every description for House and Ships’ use. 


Burglar Alarms. Pear and Button Pushes. Insulated Wire. Indicators. 
Fire Alarms. 


ESTIMATES GIVEN FOR FITTING UP HOUSES, te, COMPLETE. 


ILLUSTRATED PRICE LIST ON APPLICATION. 
Models Made. Experimental Work done. All Repairs promptly Executed on the Premises. 


Silk Covered Wire. Binding Screws. Double Covered Wire for Indoor 


or Outdoor use. 


| 
| 
| 
| 
| 
4 | 
| 
| 
if | 
j À | 
À | 
as: 
| 
§ ZA N N | 
° 
i SOLE _PATENTEE, 
LL OUEN: 
| ny, 
SN | S| 
Je 
| 
== ’ 


viii ‘THE TELEGRAPHIC JOURNAL. 


[AUGUST 1, 188r. 


FINEST 
BOHEMIAN 


* - AND 

GERMAN 
GLASS AND 
PORCELAIN 
CHEMICAL 


APPARATUS, . 


Nr 
rs 
> ' 


i 


~ 
| 
4 


| 
| 
| 


M. JACKSON & CO., 


MANUFACTURERS OF 


APPARATUS, 


AND IMPORTERS OF 


By appointment to Her Mayesty’s Hon. Board o Inland Revenue ; 
Science and Art Department and Government Schools at South 
Kensington ; the India Office, Sc. 


ALSO 


PURE 


|| CHEMICALS 


= ‘a 


ANALYSIS. 


Electric Bells, Batteries, Telephones, Microphones, 
| AND 


LECTURE APPARATUS, 


~ Apparatus securely packed for the Colonies and Foreign parts, — 


PRICE LIST AND SPECIAL QUOTATIONS ON APPLICATION. 


_ JOHN ORME & Co. 
Late M. JACKSON & CO, | 


65, BARBICAN, LONDON. 


J. STIFF & SONS, 


LAMBETH, LONDON, 


MANUFACTURERS OF 
Porous Cells and Plates, 
BATTERY JARS, 
TELEGRAPH INSULATORS, 
Chemical Apparatus, Art Stoneware, 
PLUMBAGO, CRUCIBLES, &c. 


L'ELECTRICIEN : 


General Electrical Review. 
Published the 1st and 15th of every Month. 
SUBSCRIPTION :—£1 per Annum, including Postage. 


COMMITTEE OF REDACTION :— 
Messrs. E. Mercadier, C. M. Gariel, A. Niaudet, Dr. de Cyon, 
and Gaston Tissandier. 


SECRETARY OF REDACTION :— 
Mr. E. Hospitalier, Engineer of Arts and Manufactures 
REDACTION :-25, AVENUE DE L’OpERA, Paris. 
ADMIWISTRATION BOULEVARD ST. GERMAIN, 
ARIS. 
ENGLISH CORRESPONDENT AND AGENT :— 
J. A. BERLY, CE, AS.TE., &c., 
16, NEW BRIDGE S7., BLACKFRIARS, LONDON, E.C. 
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OF. THE... 


UPRIGHT “MAGNETIC MACHINE, 


Mlectrical, Gaivenic, Magnetic, Chemical, 
and Pneumatic Apparatus. : 


E leetvic Bells and Indicators of every 
TR E E 


No ‘Chemicals 
for Plates 4% by 54. 
and every requisite. 


Lens, 


_Previous Knowledge not necessary. | 

in the field, Tourists’ Poéket Coun jake Slides 


‘Price Complete, £8 8s, 


THE SAME SÉT FOR PICTURES 5 x 4, £9 ge. 
à Sensitive Plates 2s, 6d. per doz. 


_WRATTEN 


GREAT  QUEEN ST, LONG ACRE, w. 6. 


WHOLESALE MANUPACTURER OF 


Bells, Electric Reversing Indicators, 
Constant Manganese Batteries, 


_ TELEPHONE SWITCHES AND TRANSMITTERS, 
Ne. Induction Coils and Vacgum Tubes, . 
Termine Carbons, Wire, a and all Materials, | 


7 INSTRUMENTS ‘MADE, REPAIRED, OR ALTERED | 
OR THE PREMISES. | 


Bell Lish fre: complete Catalogue, Two Stamps. 
Specta i quotations to the Trade 


Manufacturing Elestrician, . 
4, Little Britain, London, E.C.. 


BEULAH. HILL, 


{ Under Influential Patronage.) 
struction, with a view to future appointments.—For 


Beulalt Hill, Uppe 


ELECTR (CAL & SCIENTIFIC APPARATUS. 


a TELEPHONE TRAINING SCHOOL, 4 
 VPESR WORWOOD. 


ke complete course of Practical and Scientific ‘a | 


Ea rticulars, address The Principal, Te 7 — | 


#4, at 
. 


POCKET SOUNDERS FOR LEARNING MORSE 


Of Superior Make. Brass, 84, cach, Nickel Piated, rs. ech, 


ow. STONE, 


& Co. 


ELEGTAIG LIGHT AND 


4, GTROUS : STRHET, 
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PERCHA INSU LATED TELEGRAPH WIRE 


oF EVERY GAUGE An? DESCRIFFION, ALSO ‘COVERED WITH SILK OR COTTON, TAPED OR BRAIDED, 


d 
» 


DAVIS & TIMMINS, 
“SCREW MANUFACTURERS. 


Binders, Terminais, Connectors, Clamps, &c., Kept in Stock. 


“BOWLING GREEN LANE, FARRINGDON ROAD, E. = | 


CANNON ST; LONDON: E. 0.” 
d Persan-B eaumont, France. a 


+ 106 & 100, 
Works: Silvertown, London, E. ; "an 


TELEGRAPH ENGINEERS AND MANUFACTURERS OF 


CABLES.—Submarine, Subterranean, and Aérial. 


WIRE.—Insulated with India-Rubber and Gutta-Percha to | 
\ Inkers, Single Needle, Wheatstone’s Alphabetical Preece’s & Walker's systems of 


INSTRUMENTS. Morse, 
Semaphore ‘Block Instruments, Bells, Resistance Goils, Sit W. Thomson’s aid other 
|  Galvanometers, Condensers, esting Instruments, Indicators domestic use, Electric 
Materials, &c. | 
BATTERIES, MANUFACTURERS FOR GREAT BRITAIN, IRELAND, AND THR | 
COLONTES OF THE CELEBRATED SILVERTOWN IMPRO VED LECLANCHS | 

AND POGGENDORFF BICHROMATSE BATTERIES. Alt other kinds of Batteries SE 

use sannfactured. Ebonite Cells, Carbon Plates, &c. | | 
| 


The Leclanché is the best Medical Battery. 


—Khbonite, Porcelain, Brownware, -&c. | 
BLES LIGHTING.—Electric Lamps, Dynamo- Electric Machines, and Metallised and Ordinary Carbon. 
Rods for Electric Lighting. a 

KUFACTURERS OF THE MOST IMPROVED APPARATUS FOR RAILWAY BLOCK-SIGN ALLING. 
“LIGHT” INDICATORS, AND WALKER'S "PASSENGER AND. 

STORES AND APPARATUS OF EVERY ‘pmsoRIPTION. 


TORPEDO APPARATUS 
and Manufacturers of a Complete System Coast 5 
System of Torpedoes for Harbour “and 
PATENT FIRING BATTERY, 10 
Constant Battery for Mining and Blasting Purposes. 


| Conte ctors for the Manufacture and La of Submarine Cables © 
the World, and for the Gomplote fiquipment of Telegraph part 


CONTE RACTS BNTREED INTO SUPPLY, CONSTRUCTION, MAINTENANCE of TE S, 
| ESTIMATES GIVI EN for ALL KINDS of ELECTRIC HOUSE BELL LINE 


SEMA REPEATERS, 


The Com. my are Patentees 
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